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ACCOUNTING 
Cincinnati G&E to use selective mail 
- inserter (N) May 6 

Digital system totalizes demand for large 
customer H.D. Rohde & others Mar. 11 

How regulators plan to handle the 3% 
investment tax credit (N) Mar. 4 

Utilities weigh protest of FPC expense 
rule (N) Jan 14 


ADVERTISING 
see also Public Relations 
How utilities spend advertising dollars 
(charts & table) Mar. 25 
Respect public opinion, admen told - 
PUAA meeting (N) June 10 


AIR CONDITIONING 
Home energy needs are growing, changing - 
“Resources in America’s Future” (chart 
& tables) May 13 


APPLIANCES 


Is there a pill for appliance service ills? 
(chart & table) Jan. 7 


LBE, NEMA sponsor range promotion Feb. 25 


Surge in appliance sales made ’62 almost 
a bell-ringer (table) Feb. 18 


GENERAL 
ALPHABETICAL 
INDEX 


AREA DEVELOPMENT 

Area development isn’t one-man show Jan. 14 

Area development: utilities sowing new ideas 
Feb. 4 

Central Illinois PS to match area developers’ 
dollars (N) June 10 

Which one gets the load? - a regulator looks 
at regulation L.W. Petteway May 6 


ASIA 


Japan power plants to be US equipped (N) 
May 20 


ASSOCIATIONS 

APPA 20th annual convention = local 
public power urged to intertie (N) 
May 6-23, May 20 

American Power Conference Apr. 8 

American Power Conference - Swidler 
deplores public-private power 
bitterness (N) Apr. 1 

California Municipal Utilities Assn. 
Annual Conference - intertie ‘hottest’ 
issue (N) Mar. 18 

Canadian Electrical Assn. told 700-kv 
transmission planned for Hydro-Quebec 
(map) Feb. 11 

EEI convention - What will the industry 
debate at Denver (Ed) May 27 

EEI convention previews film urging 
political action (N) June 24 

EEI Electrical System & Equipment 
meeting discusses interconnection 
(N) Mar. 11 

EEI’s 14th annual Commercial Electric 
Cooking Conference June 17 

EEI map shows 1970 nationwide intercon- 
nected system (N) May 20 

EEI meeting - Tax changes can spur energy 
sales D.C. Cook (charts) Apr. 15 . 

EEI meets in Denver (N) June 10 


(Ed) Editorial. *Illustrated. (N) News. (R) Reference Sheet. 


January - June 1963 


EEI Purchasing & Stores meet discusses 
bidding vs. negotiation May 6 ............ 

EEI releases study on electric utility 
research and development (N) Apr. 8 

EEI report indicates scope of electric 
utility R&D (N) May 6 . : dail 

EEI 31st annual convention - confident. 
mood, fuss on research marks meeting 
(N) June 17 
A visit with EEI president Walter 

Bouldin June 17... 

EEI 33rd semi-annual power survey - US” 
capability to reach 211 million kw 
this year (N) Apr. 29 _. ieccsbesibinaiea 

EEI 29th annual meeting told sales 
opportunities open up Apr. waive 

Georgia Institute of Technology Protective 
Relay Conference June 3 .. eesti 

IEEE - computer uses described (N) June 3. 

IEEE General Meeting features polemic on 
HVDC transmission Feb. 18.. 

IEEE June Toronto en will ‘stress EHV 
growth (N) May 6. 

IEEE meeting dominated by EHV May 13. 

IEE Power Division sponsors annual 
technical conference! (Ed) Feb. 11 

MVEA 34th annual engineering conference 
hears more distribution goes under- 
ground (N) May 20 i ethan 

NEMA accepts resignation of Allis- 
Chalmers ‘with regret’ (N) June 17 

NEMA to study standards procedures and 
policies (N) Feb. 11..... 

NRECA - highlights from Las Vegas 
meet (N) Jan. 21... si 

NRECA overcharge claim sparks ‘utility 
responses (N) Mar. 11 : 

NRECA 21st annual meeting - co-ops 
plan counterattack on investor utilities 
(N) Jan 28 as : 

National Coal Assn. meeting - government’ s 
nuclear stance: too much, not enough 
(N) June 24 ..... = 

Northwest Electric ‘Light & Power Assn. - 
antitrust cases have changed buyer- 
seller relations May 20 . 





PEA group told spacer cable aids dis- 
tribution reliability June 3 

PEA Operation Committee meeting - 
communication systems dominate 
discussions (maps) Feb. 11 

PEA System Planning Committee meeting 
urged to probe half-told story of onsite 
generation Mar. 25 

PEA T&D Committee told spacer group aids 
distribution reliability June 3 

PUAA meeting - respect public opinion, 
admen told (N) June 10 

Pacific Coast Electrical Assn. - residential 
underground is focus Apr. 22 

Protective Relay Engineers 16th annual 
Conference told angle-impedance relays 
allow lines to carry heavier flows May 13 

RMEL hears Colorado pumped-storage 
details (N, chart) May 20 

Southeastern Electric Exchange - Philip 
Sporn on FPC’s National Power Survey 
N) Apr. 1 

SEF Engineering & Operating Section - 
gains seen in public-power war Apr. 22 

SEE 30th annual convention Apr. 8 

Southwest Electric Conference - Defend 
yourselves, Lynch tells group (N) Apr. 22 

We’re moving ahead in meeting procedures 
(Ed) Feb. 18 


ATOMIC ENERGY 


see Nuclear Power 


ATOMIC ENERGY COMMISSION 


Approves design for Connecticut Yankee 
(N) May 27 

Atom hearings resume, focus on AEC report 
to President (N) Apr. 8 

AEC to invite proposals on 600- -Mw water 
reactors (N) May 13 

Officials at odds over nuclear power 
program (N) Mar. 

Power policy wins Pahenaer of utilities 
(N) Apr. 15 

TVA study finds 750-Mw A-plant economic 
(table) Mar. 18 


AWARDS 


GSU’s Baton Rouge Div. rings up five million 
accident-free man-hr June 3 

Monteith receives IEEE’s Edison Medal (N) 
Feb. 11 


B 


BATTERIES 


Sealed lead-acid battery cuts emergency 
lighting maintenance (N) Apr. 22 


BOILERS 


The Eddystone Story - Boiler feed pumps 
handle 6,490 psi T.R. Kernkamp Mar. 11 

The Eddystone Story - Boiler performance 
verifies — premises a & 
Garrett Mar. 

The Eddystone a - Water treatment faces 
special problems C. Caprara & others 
Mar. 11 

Net makes boiler inspection easier, safer 
at Louisiana P&L Tregre & Cerise June 3 

Southern California Edison Alamitos station 
boiler exploded during light-off, utility 
says (N) June 10 


BONNEVILLE POWER ADMINISTRATION 


Area expansion brings sharp reactions 

(N) June 3 ‘ 21 
Dc ground-return test equipment let (N) Apr. 8 82 
De test facility construction well under 

way (N) Apr. 22 *69 
De test facility rectifiers are unique (N) 

June 3 
550-kv dc BPA line conductor, hardware 

let (N) Jan. 28 
Pacific Northwest-California intertie - 

decision time nears (N, table) Apr. 29 


Pacific Northwest-California intertie - 
West Coast dc line too risky to connect 
to, PG&E says (N) June 17 

Pacific G&E tells why it considers dc 
intertie too risky (N) June 24 

Pacific Northwest-Southwest intertie 
interest demonstrates desirability 
(N) Feb. 11 

Peaking capacity rate being revised (N) 
Mar. 18 

Proposes EHV dc line from Pacific North- 
west to California (N) Jan. 21 

Thermo-electricity powers radio repeater 
June 17 


BRITISH ISLES 
Better directed utility research called for 
(N) June 24 . ; 5: 
British power - “dn danger ..for another 
year...’ interview with Richard Wood 
Apr. 22 oa 
British public power eyes private money 
market (N) Feb. 25.. 
Dry tower by English Electric in ope tation 
(N) Jan. 28 . ; sia *94 
8th nuclear report W. L. Felsen (tables) 
May 20. . 
Atom plant costs listed, US and foreign 
May 20.. ints nciehcon OO 
British shop for next reactor ty pe May 20... 112 
Harsh winter strains British system 
J.H.M. Sykes Feb. 11 oe 
One million kw in gas turbines sc cheduled 


. 105-112 


Points of view on utility service - here and 
abroad (Ed) Apr. 22 


BUREAU OF RECLAMATION 


see Reclamation Bureau 


BUSES 
Bus damping found necessary to overcome 
aeolian action at new substation S.J. 
Schwarz June 24 
Pre-insulated bus bars save space Alfred 
Imhof Feb. 11 


BUSHINGS 


Local bushing repair saves $12,000 at 
Southwestern PS Owen Miller May 20 


C 


CABLES 
Aerial cables offer reliability in corrosive 
area Withers & Schreiber Feb. 11 
Autotune device aids cable testing 
R.E. Rockey Feb. 25 
Coilable plastic duct proves ability to 
ao cable J.E. Johnson (tables) 
Mar. 25 
Diamonite purchases PLM cable spacer 
rights (N) June 3 
PCEA told concentric polyethylene-insulated 
cable preferred Apr. 22 
PEA group told spacer cabie aids distribution 
reliability June 3 ; 
Plastic conduit cuts underground costs 
(N) June 17 
Polyethylene promises improved HV cable 
G.J. Crowdes (chart & tables) Mar. 11 
Synthetic resins examined for cables - 
IEEE General Meeting Feb. 18... sie 
Uniuckiest major power link - cross-~ -Channel 
dc cable story J.H.M. Sykes (map ) Apr. 8 


CANADA 

Canadian construction and expenditures 
(charts & tables) Jan. 28 

Canadian shakeup further delays Columbia 
development (N) Feb. 11 

De rejected for Peace River to Vancouver 
EHV line (N, map) Mar. 25 

Design program reduces cost of compact, 
flexible, urban substation - Mozart 
Substation of Hydro-Quebec 
S.M. Giroux May 20 ................ sesinicinenicie ID 


(Ed) Editorial. *Illustrated. (N) News. (R) Reference Sheet. 


How Ontario Hydro builds 500-kv transmission 
H.P. Smith & others (map, chart, tables) 
Jan. 7 

Quebec makes direct offer : utility 
stockholders (N) Jan. 

700-kv transmission eied for Hydro- 
Quebec (map) Feb. 11 


CAPACITORS 


LTC triggers capacitor switching 
J.D. Huddleston III Jan. 21 

Relay protects floating neutral capacitors 
Keezer & Downing Jr. Mar. 11 


CAPACITY ADDITIONS 


Capacity additions reported to Electrical 
World - Kw (tables) Feb. 25 

EEI 33rd semi-annual power survey - 
US capability to reach 211 million kw 
this year (N) Apr. 29. 

Generating capacity additions - thousands of 
Kw and % total U.S. (charts) Feb. 25 

Generating capacity by ownership - Mw 
(table) Feb. 25 

Installed capacity "7 ae of prime mover - 
Mw (table) Feb. ; 

New capacity pie aod reported to. 
Electrical World - Kw (table) Feb. 25 

Number and installed capacity of electric 
utility generating plants by states and 
type of prime mover - Kw (table) Feb. 25 

Pacific G&E maps $2.4-billion G&T future 
(N, map, table) Mar. 11 

Pacific G&E plans 1,2000 miles of EHV, 
500-kv and above (N) Mar. 4 


CARRIER CURRENT 


see Communications, Controls 


CIRCUIT BREAKERS 


Gas CB’s interrupt max power of Fontenay 
Lab (N) Jan. 7 

Impulse-oil transmission breaker line 
dropped for ACB’s by GE (N) Jan. 28 

Platform aids breaker maintenance Jan. 28.... 

TVA awards 500-kv air-blast breaker 
contract to GE (N) Apr. 15 . 

250-kv interrupter head for TVA’s 500-kv 
breaker (N) May 20 , 

“Zone selective system” protects 480-v 
station service Heagerty & Voyles 
(charts & tables) Apr. 8 


COMMERCIAL APPLICATIONS 


Commercial cooking survey <= report 
J.D. Damon (tables) Apr. 22. 

EEI’s 14th annual Commercial Electric 
Cooking Conference June 17 

The mood is to compete for the commercial 
cooking load (Ed) Apr. 22 


COMMUNICATIONS 


Cards punched via phone link at Hartford 

Electric Light Co. J.F. Saunders Jan. 7 
Communication systems dominate PEA 

operators’ discussions (maps) Feb. 11 
Kwhr and kw telemetering combined at 

Florida P&L L.M. Wood Jr. Mar. 25. 
New techniques for measuring conducted 

RI on EHV lines Feb. 11.. - 
Salt River Project installs solid state 

microwave system Layton & Chalmers 

Mar. 4....... » %20 
Soft-toned alarm alerts s dispatcher J. R. Huff 

AGE B nsessccss woos #132 
Thermo-electrici ity powers radio repeater 

for BPA June 17 ..... so *101 


COMPUTERS 


AEP to build $6-million computer center (N) 
Apr. 8 ... 
Details disclosed (N) Apr. 29. 
Arizona PS computer monitors critical 
equipment at Cholla plant (N) Apr. 8 
Cincinnati G&E to use selective mail 
inserter (N) May 6 





Computer aids pipe prestressing Marsh hampers line construction for Gulf FPC co-op regulation moves toward 














Miller & Stamps Jume 17 --------seseseseesceeseereneees *100 States Utilities’ Sabine Station June 3........ *56 showdown (N) Apr. 15 wie 4 
Computer develops design data for Metal arms and fittings designed for 138-kv G&E co-ops air concern over National 
distribution system planning lines T.N. Cofer Apr. 8 .. a aee Power Survey (N) May 20 . seeeeeceeceneees 90 
McWhorter & Gangwer Jan. 28 , *66 Monongahela Power maintains low T&D A healthy debate: should co-ops ‘be 
Computer glossary available (N) Jan. 28 100 expense in rugged terrain Crooks & regulated? (Ed) May 13 ....... seseenecensesseenavesses 13 
Computer locates rail shipments in seconds Summers (chart) Apr. 22 ....... ee Kentucky PSC approves Big Rivers 
at TRRA (N) June 24 . *28 Monophase units thrifty with station space Rural Electric Co-op generating plant 
Computer uses described to IEEE (N) June 3.. *45 Apr. 8 vinnsanbvapnisk *78 ap Cai TO a ccinciscsninesistnnsciitentsiossccmnesi seis 5 
Digital mated with analog for economic Mount transformer on transmission pole Model territorial integrity act introduced _ 
generation (N) Apr. 29 ; #30 A.O. Barnhouse June 3.......... _ *98 in Illinois Senate (N) May 27 ...........ssssee00e 5 
Digital system totalizes demand for large New line of pole-line equipment ‘announced NRECA accusation ignores tax law s 
customer H.D. Rohde & others Mar. 11-- *82 (N) Feb. 11. a A oa. (N) Mar. 25 . inno 71 
Duke Power to ‘computer-automate’ two Open trenches improve plant drainage NRECA overcharge claim sparks uti ity 
350-Mw T/G’s (N) Jan. 14 94 R.E. Lyon May 20 ................ jcc "ER responses (N) Mar. 11 ...-------.-e:escseeeseeeneeee 20 
Georgia Power’s controls designed to boost PERT schedules lines, substations with — NRECA 21st annual meeting - co-ops plan 
generation efficiency at Jack McDonough or without computer’s use for VEPCO counterattack on investor utilities (N) 
plant Stephens Jr. & Albright May 6 *68 R.L. Walker Jr. Mar. 25 .... ee ~ Jat. 28 0... eeecseceeseeecssneseessnsnseneensenennsennennees ° *60 
Optical scanner mated to RCA 301 PERT schedules 345-kv substation. National Power Survey see under 
computer (N) Mar. 11 *121 engineering, construction for CEI Federal Power Commission 
*»erformance monitor shapes decision about Fitzgerald & Martin Feb. 4.00... 23 North Carolina lawmakers weigh co-ops’ 
future digital computer Bryan & Cross Pole guard protects against shock June 3 . *90 future (N) Apt. 22 .......ssesessecsessesesneensennsneeenes . 66 
Apr. 29 *24 Poor soil prompts special foundation 
PERT schedules lines, substations with design from Tampa Electric J.M. Bryant 
or without computer’s use R.L. Walker Jr. Mar. 11 . *115 
Mar. 25 *7 Pre-assembly of line material improves CORPORATE CHANGES 
PERT schedules 345-kv substation engineering, crew ny at SMUD R.F. Eggers Amargosa Valley Co-op will by out Amargosa 
construction for CEI Fitzgerald & Martin Mar. peas *90 Power Co. (N) Apr. 22........ wssenees sesceaeenneseenee 23 
Feb. 4 *23 Prefab structure cuts erection costs ‘Apr. "22 *80 Baldwin Lima Hamilton Corp. is oriented 
Simplify oc relay data for computers Public views Round Butte hydro construc- to utility market (N) May 20 .................:000 *126 
A.H. Knable (charts) May 27 *20 OU I eects renter scent. *70 Baldwin-Lima-Hamilton strengthens position 
Small computer fulfills small utility’s study Railroad overbuild changed to 138 kv on in utility equipment field (N) Mar. 25 ........ - 102 
need G.K. Weir June 3 +54 same arms Beers & Jaboolian June 17........  *95 Blackstone forms subsidiary, shows freon 
TVA computer aids hydro-steam dispatching Ram-pack grout pads simplify T/G instal- ultrasonics (N) Apr. 8 . vee *81 
Brudenell & Gilbreath May 13 *24 lation A.L. Kimball & others Jan. 14... *86 Quebec makes direct offer to utility stock- 
Russia aims to slash power costs (N) POI CO ie i ssectnescarnenientenie — 
Feb. 25 : 70 Southern California Edison proposes merger 
Seattle City Light’s Boundary Dam with California Electric Power (N) Apr. 22. 21 
CONDENSERS excavation project - outside view of Westinghouse buys Hagan process controls 
Coolant flow control boosts plant efficiency an inside job (N) May 13 ; *15 business (N) May 6.........-scsesescssesereeerenetenseneres 81 
Summer & Benson Apr. 15.. *26 70-ft boom raises steel H-frames 
The Eddystone Story - Heat exchangers J.C. Cox Apr. 8 . *112 
contribute to cycle economy Coit & Sketches for line construction made with 
Brockel Mar. 11 : : *104 typewriter at Gulf States Utilities CORROSION 
L.C. Guthrie June 3 *58 Silicone grease reduces insulator contamination 
Steel pressure-grout pile designed for Po EN DO SD Gkiciccnenctometinin .. 68 
EHV towers (N) Feb. 11 *72 
CONDUCTORS Substation construction - thousands of kva 
Chart shows gradient around subconductor (chart & table) Jan. 28 .. 74 
Karl Schmidt (R) Apr. 22 *98 Support arms during sagging J.C. Cox Apr. 8.. *115 
550-kv dc BPA line conductor, hardware Tampa Electric rebuilds H-frames for 230 kv D 
let (N) Jan. 28 92 June 24 *23 
Interset towers permit bundling at Southern 3-pole 240-kv frame saves space Ray Reit 
California Edison H.D. Fischer Jr. Mar. 25 *87 Apr. 29 *23 
Withstand broken-conductor tests Saddock Transmission and distribution construction 
& Corey June 3 *49 (tables) Jan. 28 .... 84 DEFENSE 
Transmission line construction - circuit NEAR converter shipped for field tests (N) 
miles (chart & table) Jan. 28 73 May 27 *28 
Underground construction - cable miles Oe ia are Es eee eee - 
CONNECTORS (chart & table) Jan. 28 74 
Portable grounding leads, clamps tested USSR aims at standard design for thermal 
at 20,000 amp for 30 cycles at Long stations May 20 ‘ *96 DIESEL POWER 
Island Lighting Michael Neam Mar. 25 *80 Unique digger speeds cross country line Diesel peaking plants for Nevada Power (N) 
construction for Alabama Power Apr. 8 ...... *106 May 6 *81 
Virginia Electric & Power go-slow training End-of-the-line generation firms up existing, 
policy produces safe 15-kv glove work postpones new transmission at LILCO 
CONSTRUCTION W.W. Faust June 3 *84 Davidson & Burns (map) June 24 *20 
Aerial cables offer reliability in corrosive Peaking tackled in National Power Survey 
area Withers & Schreiber Feb. 11 *102 report (tables) Feb. 11. 56 
Bucket-crane simplifies conductoring 98-ft 
hi-line S.L. Fontenot Jan. 28 *68 CONTROLS 
Construction expenditures - millions of Coolant flow control boosts plant 
dollars (chart & table) Jan. 28 72 efficiency Summer & Benson Apr. 15 *26 DISPATCHING 
Construction expenditures - thousands of The Eddystone Story - Control system proves see Systems Engineering lt ee ee 9 
dollars (tables) Jan. 28 80 concepts sound J.H. Daniels & others 
Construction expenditures by regions - Mar. 11 : *107 
thousands of dollars and % total U.S. Generator temperatures monitored by fail- 
(charts) Jan. 28 76 safe system (N) Feb. 25 *116 DISTRIBUTION 
Design program reduces cost of compact, Georgia Power’s controls designed to Armiess poles improve distribution 
flexible, urban substation - Mozart Sub- boost generation efficiency at Jack appearance Smith & Leonard Mar. 11. sisé«* 8200 
station of Hydro-Quebec S.M. Giroux McDonough plant Stephens Jr. & Bristol, Tenn. and Bristol, Va. - small city 
May 20 *100 Albright May 6 *68 distribution goes underground W.E. 
Digger removes stumps quickly, economically Jumper stops failure of oil switch control Rutherford & others June 17 *96 
Richard Hoeller Feb. 25. *83 circuits S.R. Hunter Feb. 11 *130 Computer develops design data for distribution 
Distribution - primary line construction - Magnifier helps read charts Edward Hahn system planning McWhorter & Gangwer 
pole miles (chart & table) Jan. 28 74 Apr. 8 *135 TOI ae cae er *66 
The Eddystone Story: Unit 1 extends power Performance monitor "shapes decision about Construction - primary distribution line con- 
plant technology - report R.G. Rincliffe eam pane computer Bryan & Cross struction - pole miles (chart & table) 
& others (charts) Mar. 11 *87-110 Apr. 29 *24 ee, , ; 74 
Electric utility methods - reports Feb. Piston acts as variable core for controller Design distribution neutrals for circuit fault 
11 *77-142, Apr. 8 *87-151, June 3 *65-129 Jan. 14 *83 conditions J.P. Lozes Jan. 14 *74 
First lagging designed in aluminum J.E. 46/26.6-kv distribution feeder serves on Duke 
J.E. Martin Feb. 11 ... *98 Power system Goble & Hall Mar. 18 *20 
H-frame line has uncoated steel arms Hartford Electric Light guide aids fauit- 
D.N. Rice Jan. 14 *84 protection design Feb. 4 _ : 26 
H-frame - anchored to prevent uplift COOPERATIVES Magnetic map aids dispatcher at Brockton 
Feb. oo “EES see also Rural Electrification Edison H.L. Swicegood Mar. 25 *92 
Hoisting | ai spots 230-ton ge nerator Administration 8 Marina City - ’64-story all-electric towers 
Feb. 11 *104 Colorado-Ute Electric Assn. begins served with 12-kv risers Larson & Klapper 
Housing: the ’63 outlook is confused Jan. 28 *107 Construction on controversial steam WS A i a AR ee St *75 
Job-fabricated reel stands aid wire plant (N) Apr. 8 17 MVEA 34th annual engineering conference 
stringing at Georgia Power J.C. Cox Colorado-Ute groundbreaking draws top hears more distribution goes underground 
Apr. 8 ; *112 Administration officials (N) Apr. 29 .. 5 (N) May 20 3 _ 94 


(Ed) Editorial. *Illustrated. (N) News. (R) Reference Sheet. 3 





Mount transformer on transmission pole A.O. 


Barnhouse June 3 , *98 
PCEA hears about residential underground — 

Apr. 22 70 
PEA group told spacer cable aids distribution 

reliability June 3 *46 


Philadelphia Electric proves coilable pl astic. 

duct protects cables J.E. Johnson (tables) 

Mar. 25 ; *88 
Semi-buried vault cuts underground cost 


L.E. Barwick June 17 *102 
Tampa Electric upgrades distribution to 

boost trailer loads May 6 . *94 
36-point list checks cutouts for Southwestern 

PS R.F. McClure June 3 50 
Transmission and distribution construction 

(tables) Jan. 28 84 
Transmission and distribution expenditures ~ 

thousands of dollars (tables) Jan. 28 82 
Vault rectifiers supply dc network from ac 

grid Turner & Colaiaco (charts) Feb. 11 *66 

EDUCATION 

Science vs power courses - IEEE General 

Meeting Feb. 18 es 24 
Will power fellowships aid engineer recruit- 

ment? (Ed) Apr. 15 ais 13 


EMPLOYEE TRAINING & WELFARE 
see also Labor , , a 6 
As system load grows line-crew upgraded 
training becomes a must Robert Dyment 
June 3 i *9) 
New know-how cuts auto accidents Prof. 


A.E. Neyhart Apr. 8 , *116 
Playing ball builds trainee confidence June 3 *100 
Simulated-hot 12-kv line for safety training 

K.S. Baxter June 3 .... #103 
Virginia Electric & Power go-slow training 

policy produces safe 15-kv glove work 

W.W. Faust June 3 *24 

ENGINEERS 
Communities need utility engineers Apr. 22 *113 
Graduates look for ‘challenge’, but. . . (Ed) 

Mar. 25 . 67 
National Academy of Engineering will be 

formed (N) May 13 4 
National Academy of Engineering - It’s been 

a long time coming! (Ed) May 13 13 
Professional engineers join Boston Edison 

picket line (N) Apr. 22 21 

Strike ends (N) Apr. 29 6 
US utility men share their know-how around 

world May 27 *14 
The utility engineer: what’s his paycheck? 

(charts) Mar. 18 ae 39 
Will power fellowships aid engineer 

recruitment? (Ed) Apr. 15 13 

EQUIPMENT PRICES 

see Purchasing 7 
EUROPE (CONTINENTAL) 

Conti-Scan line - ASEA to supply dc equip- 

ment (N) Apr. 8 84 
Conti-Scan ‘ati - latest link in European 

grid will be dc (map) June 17 *88 
EEI Task Force report raps and praises USSR 

and US utilities (N, chart) Jan. 14 68 
8th nuclear report W.L. Felsen (tables) 

May 20 105-112 

Atom plant costs listed, US and foreign 

May 20 107 
Sweden - what is place of HVDC transmis- 

sion in today’s power systems? Dr. U. 

Lamm May 20 *98 
USSR aims at standard design for thermal 

stations May 20 *96 
USSR aims to slash power costs (N) Feb. 25 70 
USSR power output up 13% in 1962 (N) Feb. 4 6 
USS™ tidal plant to be built Jan 28 . *64 


EX TRA HIGH VOLTAGE (EHV) 
American Power Conference - Swidler urges 
drive for larger generating units, integrated 
systems Apr. 8 *64 


BPA dc test facility see under Bonneville 
Power Administration 

California utilities propose 500-kv tie from 
Oregon; Bonneville counters with proposal 
for EHV dc tie (N) Jan 21... ee 

Canadian Peace River to Vancouver EHV 
line - de rejected (N, map) Mar 25 as 

Chart shows gradient around subconductors 
Karl Schmidt (R) Apr. 22 _ 

Companies, TVA unveil plans for ties that 
will save $7.5 million a year (N, tables, 
I ae ds 

De transmission suited to long jines, special 
cases (N, charts) Jan. 14 

EEI 31st annual convention June 17 


EHV: — at a rapid rate (charts) 

Feb. 25... bdabasek 
EHV air- ui on 2nd year of tests (N) 

May 27 


EHV cuts AE P’s transmission losses $6. 
million a year (N) Apr. 29 a 

EHV equipment market begins to shape up 
June 10 ....., 

EHV lines opposed in Virginia, California, 
Ohio and Massachusetts (N, map) May 6 

EHV seminar tours US (N) Jan. 14 

How Ontario Hydro builds 500-kv transmission 
H.P. Smith & others (map, chart, tables) 
Jan 7 

IEEE General Meeting ‘features polemic o on 
HVDC transmission Feb. 18 

IEEE June Toronto meeting will stress EHV 
growth (N) May 6 ... 

Midwest grid (N) Jan 21-5, Feb. 4-4, Feb. 18- 
4, (map & table) Mar. 11 

National Power Survey see under Federal 
Power Commission 

New techniques for measuring conducted RI 
on EHV lines Feb. 11 ; 

Ontario Hydro buys 200 Alcan guyed towers 
(N) Feb. 18 

PG & E maps $2.4- billion G & T future (N, 
map, table) Mar. 11 


Pacific G & E plans, 1 ,200 ‘miles of EHV, '500- 


kv and above (N) Mar. cad 

Right-of-way difficulties call for diplomacy 
(Ed) May 6 aay ladon seni 

Seasonal! interchange justifies EHV system 
cost; Southwestern investor-owned utili- 
ties, TVA save $124-million on generating 
plant (table) June 17_. ; 

700-kv transmission planned for Hydro- 
Quebec (map) Feb. 11 

700-765 kv to become IEC standard E.M. 
Hunter Jan. 21... 

Steel pressure-grout pile designed for EHV 
towers (N) Feb. 11... i : 

Switching-surge tests yield EHV design data 
McElroy & Smith Jan. 14 

V-strings cut EHV ac tower heights - IEEE 
General Meeting Feb. 18 

VEPCO’s EHV dominates IEEE talks May 13. 

Westinghouse lab increases capacity for EHV 
power tests (N) Jan 14 


F 


FEDERAL POWER COMMISSION 
Co-op regulation moves toward showdown (N) 
Apr. 15 
FPC cross-examines Interior on federal 
Marble Canyon Dam (N) Mar. 4 : 
FPC rates systems, plants, units (N, tables) 
Jan. 28 
A healthy debate: should co-ops be regulated? 
(Ed) May 13 
Interior vs FPC - at High — Sheep, 
Marble Canyon (N) Feb. 
Morgan blasts majority over mais of in- 
trastate transmission lines (N) Jan. 28 
Morgan’s criticism of FPC (N) Mar. 4 
Morgan-Swidler feud hearing (N) Feb. 4-5, 
Mar. 11 
Moss-Engle bill ‘endorsed by Sec. Udall (N) 
May 6 
Most efficient steam plants listed (N) Jan. 21 
National Power Survey 
More committees named Jan. 28 
Peaking tackled in National Power 
Survey report (tables) Feb. 11 ; ‘ 
National Power Survey to get airing before 
G & T co-ops (N) Mar. 18 oe 
National Power Survey has opportunity to 
make great contribution - —— Sporn 
at SEE meeting (N) Apr. 
National Power Survey - Sanaa series of 
technical reports (N, chart, table) Apr. 1 
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60 


*84 


139 


*28 


*120 


*34 


74 


4 


57 


4 


14 


Swidler seeks to reassure co-ops on 

Power Survey (N) May 13 .. : : 4 
National Power Survey - reports on con- 

ventional steam generation and new 

methods in generation (N) May 20 ....... 23 
G & T co-ops air concern (N) May 20 ........ 90 
National Power Survey - EHV costs and 

levels subjects of power survey 

reports (N) June 3 ...... = 21 
National Power Survey - report predicts 

750-Mw MHD unit by 1980 (N, charts & 


table) June 3... . 42 
National Power Survey - ‘reports spell out 
EHV levels and costs (N) June 24......... 15 
Only the ae says no to regional preference 
(N) Apr. sg, ae 
esas P & L refused new 50-yr. 
license for Holtwood Dam (N) Mar. 25 _.. 24 
Proposed new rules for electric utilities high- 
light plans for new year (N) Jan. 7 > 5 
Right-of-way rule advances under heavy fire 
(N, map) Mar. 25 ...... en ae 
Should an FPC commissioner be judge or 
advocate? (Ed) Mar. 18 ...... ; = 


US Supreme Court to review case which held 
FPC could not regulate sale of power by 
Southern Calif. Edison to Colton, Calif. 


(N) Apr. 8 16 
Utilities weight protest ‘of FPC expense rule 

(N) Jan. 14. . 69 
What’s involved in FPC belding company bid 

OD BO siisidiscuatsaiancsaciclindiensseammabntiicenins 15 
What’s on Swidler’ 's mind - ; about ‘NPS? - 

FPC job? Russia? (interview) Feb. 25 ... *72 


FINANCIAL AFFAIRS 


British public power eyes private money 


market (N) Feb. 25 25 
Business plans record spending year (tables) 

Apr. 29 39 
Drive against G & T loans wins $ recognition 

in Congress (Ed) Apr. 15 13 
EEI report indicates scope of electric utility 

R&D (N)May6 .. 60 
Electric utility capital expenditures (charts & 

tables) Jan. 28 : 72 
Federal budget sets new records (N, 

table) Feb. 4 18 


Housing: the ’63 outlook is confused ‘Jan. ‘28 «107 
How to conduct due diligence meetings 


Jan. 21 ee *39 
Kennedy budget lists power items (N) Jan. 21 4 
Industry net income rebounds in ’62 (map, 

tables) Apr. 8 157 
Long-range utility budget forecast - millions 

of dollars - 1962-1967 (table) Jan. 28 75 
Net incomes for 142 operating electric 

utilities (table) Apr. 8 158 
1963 budget signals year of solid growth! (Ed) 

Jan. 28... ~ 
A recovery with staying power } May 27 *39 
REA-financed systems (table) Feb. 25 94 
REA loans approvals in 1962 (N) Feb. 18 5 
REA proposes significant revisions in loan 

procedures (N) Jan. 21 5 
REA says it loaned $280 million last year (N) 

Mar. 25... ; 24 


Russia aims to slash power costs (N) Feb. 25 70 
Tidbits from annual reports around the 


nation (N) Apr. 29 18 
Total electric utility spending by regions - 

millions of dollars (table) Jan. 28 77 
Utilities - Utility revenues hit $11 billion as 

taxes, net income peak (tables) Feb. 25 .. 92 
Utilities press REA G & T loan attack (N) 

Apr. 15 *15 
Utility budgets take biggest jump since ‘57 

(charts & tables) Jan. 28 72 
Utility money costs: not much change in ‘63 

(tables) Apr. 1 39 
Where is business going? Mar. 25 105 
Which one gets the load? - a regulator looks 

at regulation L.W. Petteway May 6 ... *89 
Why electric utilities will up spending (Ed) 

Feb. 25 : . : 69 


FOREIGN TRADE 


Japanese manufacturers —< to turbine- 


generator imports from U.S. Jan. 21 29 
Let more residual oil in, report advises 

Feb. 25. 115 
US allows 12% increase in residual fuel 

imports (N) Mar. 25 25 

FUEL 

California utilities face hurdles in getting 

better gas source Apr. 8 i 79 








Coal market comes alive with promises of 
substantial economies Mar. 25 

Coal pipelines: little used but very effective 
June 17 

Coal rail rate to be cut in half for Common- 
wealth Edison plant Jan. 14 

Coal raii rate war developing in East (N) 
Feb. 18 

Coal-slurry pipeline may close down (N, chart 
& table) May 6 

Commonwealth Edison coal unit trains (N) 
Mar. 11 

Consumption of coal, oil, and gas (table) 
Feb. 25 

Electric utility coal and gas set new records 
in 1962 (chart) Apr. 1 


Furnaces burnes poor, wet coal Munro & Parce 


Apr. 1 ’ 

Gas pipeline fights integral train rate (N) 
Mar. 4 ‘ 

Government’s nuclear stance: too much, not 
enough - NCA meeting (N) June 24 

Is nuclear power competitive? Dr. S. Baron 
(charts & tables) Apr. 1 

Let more residual oil in, report advises 
Feb. 25 

New trends affect utility fuels forecast (map 
Mar. 4 

Ohio coal-slurry pipeline (N) May 13 

Photo microscope analyzes coal F eb. 11 

Production, capacity, average use (tables 
Feb. 25 

Rail men prodded on highballing coal (N) 
June 24 

Union Pacific RR studies coal-oil pipeline 
(N) May 27 

Unit trains cut coal costs to three plants. 
E.C. Bailey (map) June 10 

US allows ‘2% increase in residual fuel im- 
ports (’ , Mar. 25 


G 


GENERATORS 

Diesel peaking plants for Nevada Power (N) 
May 6 

The Eddystone Story - Turbine-generator unit 
leads heat-rate parade R.W. Williamson 
Mar. 11 

End-of-the-line generation firms up existing, 
postpones new transmission at LILCO 
Davidson & Burns (map) June 24 

Mixed unit types can cut power cost Marsh & 
Landes (tables) Jan. 14 

National Power Survey see under Federal 
Power Commission 

Puerto Rico slashes peaking costs with used 
airplane engines (N) June 17 

Ram-pack grout pads simplify T/G 
installation A.L. Kimball & others Jan. 14 

Retirements of generating capacity - NPS 
technical report (N, table) Apr. 1 

Temperatures monitored by fail-safe systen 


(N) Feb. 25 


GROUNDING 

Design distribution neutrals for circuit fault 
conditions J.P. Lozes Jan. 14 

Grid grounds 30,000-amp faults E.A. Stroberg 
Feb. 4 

Hawaiian Electric survey finds 138-kv 
grounding switches seldom used solely for 
line safety Richardson Jr. & Smith (table 
Apr. 8 ; 

Line grounding for safety - letter June 17 

Portable grounding leads, clamps tested at 
20,000 amp for 30 cycles at Long Island 
Lighting Michael Neam Mar. 25 


H 


HEAT PUMPS 


Heat pump goes in Wisconsin School Feb. 11 


HEATING, COMMERCIAL 


Commercial cooking survey - report J.D. 
Damon (tables) Apr. 22 


Commercial Electric Cooking Conference told 
of successful promotions June 17 *129 
Electric heating is economical for greenhouses 
W.C. Whisenant (table) Feb. 25 *145 
Mobile classrooms go all-electtic in Chicago 
June 3 *142 
The mood is to compete for the commercial 
cooking load (Ed) Apr. 22 
Water heating called big load - IEEE General 
Meeting Feb. 18 


HEATING, INDUSTRIAL 


By-product heat from lighting will heat 
Commonwealth Edison building May 6 

McKee Run Station operation demonstrates 
gains due to single-shell multiple heaters 
F.P. Mitmer Jr. June 3 

Utility office converts to electric heat E.A. 
Johnson Jan. 28 


HEATING RESIDENTIAL 


Electric heat goes in every 34; minutes (N) 
Feb. 25 

Gold Medallion community “Tiffany Park”- 
heating cost is guaranteed (N) June 17 

Home energy needs are growing, changing - 
“Resources in America’s Future” (chart & 
tables) May 13 39 

Oil heating customer converted to electric by 
lowa Electric L & P (N) Mar. 25 *114 

South Carolina utility, developer combine in 
quality project Jan. 14 *96 


HYDRO STATIONS 


see also Capacity Additions 
Arizona Power Authority argues for Marble 
Canyon project (N) Feb. 25 
Central Hudson G & E seeks option for 
pumped-storage Apr. 15 
Colorado PS seeks license for pumped storage 
in Rockies Apr. 15 
Consolidated Edison announces 345-kv river 
crossing and expansion of Cornwall, N.Y. 
pumped-storage project from 1,350 to 1,800 
Mw (N) Jan. 28 24 
Con Ed considers considers getting power 
from Labrador (N) May 6 21 
Con Edison’s Cornwall pump-storage described 
N) June 17 110 
EEI Task Force report raps and praises USSR 
and US utilities (N, chart) Jan. 14 68 
High Mountain Sheep-Nez Perce battle in final 
round (N) May 27 . 
Icy Niagara hits from behind (N) Feb. 25 
Interior vs FPC - at High Mountain Sheep 
Marble Canyon (N) Feb. 25 
Kentucky Utilities’ Dix Dam - TV helps 
control hydro plant Mar. 4 
Maine ponders State Power Authority for Cross 
Rock Rapids hydro project (N, map) Mar. 4 13 
Marble Canyon Dam - FPC cross-examines 
Interior (N) Mar. 4 14 
Outdoor play: bigger role for utilities 
Part I June 3 
Part II June 10 
Peaking tackled in National Power Survey 
report (tables) Feb. 11 
Pennsylvania P & L refused new 50-yr 
license for Holtwood Dam (N) Mar. 25 
Public views Round Butte hydro construction 
Jan. 14 
Pumped storage comes to Colorado (N) Mar. 18 
Radioisotopes seen as aid in hydro Mar. 25 
RMEL hears Colorado pumped-storage details 
(N, chart) May 20 
Seattle City Light’s Boundary Dam excavation 
project - outside view of an inside job (N) 
May 13 
Southeastern Power Administration may market 
power from proposed Devil Jumps project 
(N) Mar. 11 
USSR tidal plant to be built Jan. 28 
Yards Creek pumped-storage plant construction 
begins Ley & Liepe (map & table) June 17 


INDUSTRIAL APPLICATIONS 


Let’s not sell railroad electrification short 
(Ed) June 10 13 
Pulverizer ball sorting is automated Feb. 11 .. *114 
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Scorching problem solved electrically at Boise 
Cascade Corp. May 20...... si *145 
Textiles: Omar eyes modernization (charts) 
June 17 ; casei *123 


INDUSTRIAL RELATIONS 


see Employee Training & Welfare 


INSULATING OILS 


Portable oil filter serves 45 stations Esler & 
Dyson Feb. 25 : *82 
Portable pump resolves oil servicing problem 
for Dayton P & L Ralph Kelly Mar. 25 *90 


INSULATION 


Black and Decker introduces all-insulated 

power tools (N) Apr. 8 *80 
Detector spots corona in insulation Eigen & 

Gothberg June 17 *105 
Dry powder + damp cloth = clean insulators 

Thomas Evans Apr. 8 *122 
Epoxyglass-porcelain insulator tried by 

Louisiana P & L H.L. Deloney May 20 *118 
GE pilot production of Hv synthetic insulators 

begins (N) May 20 *122 
Insulation differential cuts tripouts for Duke 

Power R.M. Kimbrell May 6 ‘ *66 
Insulation method patented (N) June 3 *61 
Lab tests methods of eliminating hv equip- 

ment corona (N) May 27 28 
Lapp mates Line Post insulators with Pre- 

form’s supports (N) Apr. 1 
Open-loop insulator gives high strength 

W.T. Baker (charts & table) Apr. 8 77 
PCEA told concentric-polyethylene-insulated 

cable preferred Apr. 22 caiaiia 70 
Polyethylene promises improved HV cable 

G.J. Crowdes (chart & tables) Mar. 11 *7 
Pre-insulated bus bars save space Alfred 

Imhof Feb. 11.. *69 
Prototype unispar insulators on Duke Power’s 

230-kv lines (N) Feb. 25 *116 
Silicone grease reduces insulator contamina- 

tion P.B. Ross Jan. 28 
Sonic triangulation spots insulation failure 

(N) Feb. 25 
Splice cap insulator ‘safeties’ hot service 

Oliver Schmeisser Apr. 8 
Suggests new design for insulators - letter 

Mar. 25 


INTERCONNECTIONS 


APPA 20th annual convention - local public 
power urged to intertie (N) May 2u 
Bonneville-California intertie - West Coast dc 
line too risky to connect to, PG & E says 
(N) June 17-23, June 24 
California intertie ‘hottest’ issue (N) Mar. 18 
California utilities propose 500-kv tie from 
Oregon; Bonneville counters with proposal 
for EHV dc tie (N) Jan. 21 16 
Companies TVA unveil plans for ties that will 
save $7.5 million a year (N, tables, maps) 
Apr. 8 60 
Conti-Scan line - ASEA to supply dc equip- 
ment (N) Apr. 8 4 
Conti-Scan Project - latest link in European 
grid will be dc (map) June 17... *88 
Cross-Channel dc cable story - unluckiest 
major power link J.H.M. Sykes (map) Apr. 8 58 
Data dispatcher links PJM, CANUSE and ISG 
(N) Jan. 28 
Detroit Edison, Consumers Power form 
Michigan power pool (N) Jan. 14 
EEI Electrical System & Equipment meeting 
discusses interconnection (N) Mar. 11 
EEI 31st annual convention June 17 
EHV line proposed from Round Butte to tie in 
at Oregon-Calif. border (N) Feb. 4 
Midwest grid (N) Jan 21-5, Feb. 4-4, Feb. 18- 
4, (map & table) Mar. 11 
New Mexico pool ties in with Pacific South- 
west (N) June 24 
1970 nationwide interconnected system (N, 
map) May 20 90 
Pacific Northwest-Califormia intertie - decision 
time nears (N, table) Apr. 29 16 
Pacific-Northwest-Southwest intertie interest 
demonstrates desirability (N) Feb. 11 
Power pool and system needs aired - IEEE 
General Meeting Feb. 18 
Swidler urges drive for larger generating units, 
integrated systems at American Power 
Conference Apr. 8 .. 
US tied coast to coast for a few hours (N) 
Jan. 28 








INTERIOR DEPARTMENT 


see Reclamation Bureau 


LABOR 

see also Employee Training & Welfare... 

Boston Edison maintains service as 2,100 
strike (N) Apr. 15 é 

Boston Edison picket line joi ned by ‘profes- 
sional engineers (N) Apr. 22 
(N) Strike ends Apr. 29 

Have you signed the unwritten contract? - 
new book “Men, Management and Mental 
Health” by Levinson, Price, Munden, 
Mandl and Solley Feb. 11 

West Penn Power strike continues (N) May 20 
Strike ends (N) June 10 


Wisconsin Electric Power strike (N) Feb. 25- 


23, Mar. 4 — 
Work-routines may be simplified Apr. 8 


LEGISLATION 

Arizona Salt a Project voted tax alterna- 
tive (N) Apr. 2 

Maine ponders Fe Power Authority (N, map) 
Mar. 4 

Model territorial integrity act introduced in 
Illinois Senate (N) May 27 

Moss-Engle bill endorsed by Sec. Udall “(N) 
May 6 

North Carolina lawmakers weigh co- ops’ 
future (N) Apr. 22 

Regional priority bill - only the FPC says no 
(N) Apr. 8 ; 

Regional priority bill off to rocky start in 
House (N) May 20 ; 

Regional priority hearings finally scheduled 
(N) Mar. 25 

Regional priority vote nears (N) Jure 1¢ 0. 

Utility shareholders are willing to exercise 
political power (Ed) May 6 

What’s involved in FPC holding company bid 


May 13 
What should you 1 do about the new tax law? 
Mar. 11 


LIGHTING, COMMERCIAL 
By-product heat from lig/tting will heat 
Commonwealth Edison building May 6 
Floating panels brighten Wieboldt’s (N) 
Jan. 14... 


Harvard Law School L ibrary ups foot- candle _ 


levels (N) Feb. 25 

Lighting exhibits planned for EEI Sales 
Conference (N) Mar. 25 

Mobile classrooms go all-electric in 1c hicago 
June 3 


LIGHTING, INDUSTRIAL 
Emergency lighting system developed (N) 
June 3 
High-level lighting optimizes night operations 
for Florida P & L Feb. 11 
Sealed lead-acid battery cuts emergency 
lighting maintenance (N) Apr. 22 


LIGHTING, RESIDENTIAL 
Home energy needs are growing, changing - 
“Resources in America’s Future” (chart & 
RI I ie cic waicrcncicaemnanoneesenaceboo 
South Carolina utility, developer combine in 
quality project Jan. 14 


LIGHTING, STREET 
Connecticut opens outdoor lighting drive (N) 
Mar. 11 y 
Fluorescents in, arcs out on main street, Salt. 
Lake City, Utah J.H. Shaw Mar. 11 
Outdoor lights get quick acceptance at 
KP & L Apr. 8 


LITIGATION 
Antitrust cases have changed buyer-seller 
relations May 20 
Antitrust damage settlements (D) Feb. 4 


NR 
ar 


*147 
26 


136 


an 


*131 


94 
+97 
149 
114 


*142 


*122 


*104 


*96 


136 
*135 


163 


*121 


Antitrust settlements should be speeded (Ed) 
M.S ccs sicess ; 
Antitrust suits - manufacturers lose two 


skirmishes (N) Mar. 25 23 
Court enjoins Alabama co-op construction (N) 

FOR TE cscs 6 
Government settles more damage suits; hope: s 

utilities will, too (N) May 6 21 
Tampa Electric settles damages with 

manufacturers (N) May 13 5 


US Supreme Court to review case which held 
FPC could not regulate sale of power by 
Southern Calif. Edison to Colton, Calif. (N) 


Apr. 8 16 
Westinghouse settles antitrust damages with 
government (N) June 3 ... 24 


LOAD CHARACTERISTICS 


Electric heating lifts peak loads (N, table) 


Mar. 18......... 12 
System planners must be alert to heat ing load! 
(Ed) Mar. 18 11 


M 


MAINTENANCE 
Blackstone forms subsidiary, shows freon 
ultrasonics (N) Apr. 8 . 
Chemical weed killers bring better R-O-W 
maintenance S.S. Russell Apr. 8 *118 


Contract crews cut plant maintenance costs at 
Gulf States Utilities Kluttz & Reich 


Feb. 11 ie as *108 
Dishwasher cleans, reclaims meter cover 

Feb. 11 . , : *126 
Dry powder + damp cloth = clean insulators 

Thomas Evans Apr. 8 soaess = “22 
Electric utility methods - reports Feb. 11 *7 

142, Apr. 8 *87-151, June 3 *65 129 
Helicopter acts = “apd snowplow R.L. 

Hufman Feb, : *82 
How CEI daweilies weather to reduce service 

outages J.J. Misic Jan. 21 *20 
In-place tool bevels tube ends C.J. Thompson 

Feb. 11 .... os “186 


Job-shop rigs solve testing problems Feb. 11.. *128 
Load-break tool opens 69-kv jumpers for 


Southwestern PS Sam Hunter May 6... *71 
Local bushing repair saves $12,000 at South- 

western PS Owen Miller May 20............ *103 
Magnifier helps read charts Edward Hahn 

Apr. 8 ; *135 
Maintenance - thousands of dollars (c hart & 

table) Jan. 28 ... 86 
Mobile washer keeps fleets clean Minnich & 

Lash Jan. 28 ..... . *70 


Monongahela Power maintains low T & De ex- 
pense in rugged terrain Crooks & Summers 


(chart) Apr. 22 | *78 
Net makes boiler inspection easier, safer at 

Louisiana P & L Tregre & Cerise June 3 *87 
New — eee epoxy resin as self-lock (N) 

Apr. Ks *104 


eumnae center streamlines trouble dis- 
patching for PS Co. of Oklahoma Wilson & 


Baker Feb. 11 .... i = 
Platform aids breaker maintenance Jan. 28. *69 
Portable oil a serves 45 stations Esler & 

Dyson Feb. *82 
Portable pump sais es oil ‘servicing problem 

for Dayton P & L Ralph Kelly Mar. 25.......... *90 
Pre-assembly of line material improves crew 

efficiency at SMUD R.F. Eggers Mar. 25 *90 
Precision sharpen gaffs, automatically S.L. 

Fontenot Feb. 11 ....... soe ae 


Sealant repairs bunker linings J. K. Kelley 


POR BE csssnwn 132 
Sealed lead-acid battery cuts emergency. 

lighting maintenance (N) Apr. 22......... *104 
Silicone grease reduces insulator contamina- 

tion P.B. Ross Jan. 28 sine 
Stop corona cutting of line hose June 3........ *105 


Thirty mile of line patrolled via rail Feb. 11 *124 
Three remedies stop squirrels R.E. Deaton 


Feb. 11...... *112 
Tool removes lock nuts quickly Lyle Mason 

Pints. B cisconiees , *120 
Tray eases recorder maintenance H. R. Ochs 

Jan. 28.. ‘ *70 
Treatment program “prolongs pole life Ken 

Baxter Mar. 11.. ‘ *84 
Tripod eases removal of debris Mar. ‘1 ‘ *84 
Use wax to paste-up lithos Feb. 11.................... *124 
What price ‘maintenance-free’ structures? 

J.C. Pohlman (charts) Mar. 25 *72 
Work-routines may be simplified Apr. 8 ............. 136 
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MANAGEMENT 
Baldwin-Lima-Hamilton strengthens position 
in utility equipment field (N) Mar. 25 102 
Bouldin, Walter - a visit with EEI president 
June 17 *85 
Cisler, Walker is man behind much of the US 
electric power aid abroad May 27. *14 


Have you signed the unwritten contract? - new 
book “Men, Management and Mental Health” 
by Levinson, Price, Munden, Mandl! and 


Solley Feb. 11 *147 
How to conduct due diligence meetings 

Jan. 21 *39 
Shaping manage ment for tough competition 

May 20 *137 
— from a reports around the nation 

) Apr. 2 of 

US pr men A nee their know-how around 

world May 27 ; : ; *14 


MATERIALS HANDLING 


Boom on tractor handles transformers Richard 


Benesch June 3 ; *112 
Cart handles 30-inch e xhauster elbows 

Feb. 11.... : *130 
Coal pipelines: little used but very effective 

June 17. 107 
Coal-slurry pipeline may close down (N, chart 

& table) May 6 61 
Commonwealth Edison coal unit trains (N) 

Mar. 11 <a 
Let’s not sell railroad electrification short 

(Ed) June 10 ., 13 
Motor hook eases large rotor handling O.H. 

Brand Apr. 8 *124 
NEAR converter shipped for field tests (N) 

May 27.... *28 
Ohio coal- slurry pipeline (N) May 13 5 
Radioactive beam detects coal pile-up Feb. 11 132 


Rail men prodded on highballing coal (N) 


POO TG satecsces 16 
Store upsweep ‘brackets conv eniently, safely 

L.C. Yant June 3 .. *112 
Union Pacific RR studies coal- oil pipeline (N) 

SOE TE cactsnais 4 
Unit trains cut coal costs to three plants E. C. 

Bailey (map) June 10 *20 
Wire handling problems eased Apr. 8 *130 

METERS AND MEASURING 

Ac-dc transducer aids telemetering L.M. Wood 

Jr. Feb. 11 *70 
Digital system totalizes demand for large 

customer H.D. Rohde & others Mar. 11 *82 
Dishwasher cleans, reclaims meter cover 

Feb. 11 ; seause #126 


Meter locking devices stop unauthorized use 

of service at Georgia Power Co. A.C. Scott 

May 6 ..... *71 
Meter register made unidirectional (N) June 3 4 
Meters remotely read on 80-house loop Jack 


Davey & others (tables) May 6 <. 
New techniques for measuring conduc ted RI 

on EHV lines Feb. 11 *120 
Quasi-cartridge for load survey recorders C.A. 

Heintz Feb. 11 *126 
Remote “ig — tests on in Louisiana 

(N) Jan. 2 24 


Tiny pic a mae line vibration - " piezo- 
electric accelerometer Tengwall: & Fischer 


Jr. Apr. 22..... *7 
Totalizer metering summarizes demands ‘Jerry 
Trauth Feb. 11 iabaiy *120 
MICROWAVE 
see Communications, Controls 4 2,3 
MOTORS 
Motor hook eases large rotor handling O.H. 
Brand Apr. 8 *124 
Motors slip-power recov ered Jan. 14 *83 


N 


NATIONAL POWER SURVEY 


see Federal Power Commission . ' 4 





NATURAL RESOURCES 
Aerial photography aids in snow survey Apr. 8 *134 
Maine Ponders State Power Authority (N, map) 
Mar. 4 ; 13 
Outdoor play: bigger role for utilities 
Part I June 3 *135 
Part II June 10 *39 
US natural resources supply and demand up to 
year 2000 - study “Resources in America’s 
Future” (N) Apr. 1 


NIAGARA PROJECT 


Icy Niagara hits from behind (N) Feb. 25 


NUCLEAR POWER 
Atom hearings resume, focus on AEC report to 
President (N) Apr. 8 
AEC approves design aid for Connecticut 
Yankee (N) May 27 
AEC power policy wins approval of utilities 
(N) Apr. 15 
AEC to invite proposals 
reactors (N) May 12 
Bodega Bay plant - Uda!\ objects (N) June 3 
Connecticut Yankee’s Haddam Neck site found 
suitable (N) Mar. 4 
Consolidated Edison’s Ravenswood plant - 
why Con Edison chose nuclear unit (N) 
Mar. 25 
Contracts let for two major atomic plants - 
Southern Calif. Edison and Los Angeles 
Dept. of Water & Power (N) Mar. 11 *120 
8th nuclear report W.L. Felsen (tables) 
May 20 
What manufacturers are doing on 
breeders May 20 105 
Atom plant costs listed, US and foreign 
May 20 107 
British shop for next reactor type May 20 112 
Government’s nuclear stance: too much, 
not enough (N) June 24 4 
Hanford marketing agreements signed (N) 
Apr. 29 *18 
Hanford power - five Northwest investor 
utilities will probably take 50% of 
Hanford power (N) Jan. 14 
Is nuclear power competitive? Dr. S. Baron 
(charts & tables) Apr. 1 
LaCrosse atomic plant - Allis-Chalmers to 
build all components (N) Feb. 4 
Correction = letter Mar. 11 
Minnesota P&L proposes joint investor-co-op 
nuclear project (N) Feb. 11 
New 15-utility fast breeder reactor project 
announced (N) Apr. 1 
Officials at odds over nuclear power program 
(N) Mar. 4 
PASNY memos okay power development in 
New York State! (Ed) Jan. 14 
Southern California Edison signs contract 
for 395-Mw (gross) plant (N) Jan. 28 
Steam separation reduces BWR size 
C.H. Robbins Mar. 25 
TVA study finds 750-Mw A-plant economic 
(table) Mar. 18 


n 600-Mw water 


105-112 


O 


OUTAGES 
Southern California Edison Alamitos station 
boiler exploded during light-off (N) June 10 
Tampa, Florida blacked out by breake 
failure (N) Apr. 1 


POLES 

Armless poles improve distribution appearance 

Smith & Leonard Mar. 11 *80 
Crane-lift simplifies pole replacement Mar. 11 *85 
H-frame poles anchored to prevent uplift 

Feb. 2S....... . *113 
Metal arms and fittings designed for 138-kv 

lines T.N. Cofer Apr. 8 *108 
Pole guard protects against shock at Los 

Angeles Dept. of W&P June 3 *90 
Special structure of Florida P&L puts new 

line on limited ROW W.M. Klein May 20 *104 


Steel-pole work practices set Apr. 22... .......++ 

Stamp Electric rebuilds H-frames for 230 
kv June 24.. , 

3-pole 240-kv frame : saves s space ‘Ray Reit 
Apr. 29 

Treatment program prolongs pole life. 

Ken Baxter Mar. 11.. 

Upswept arms help 110-kv ‘line appearance 
at Georgia Power Co. W.C. Currence 
Apr. 8 

Withstand broken-conductor tests Saddock 
& Corey June 3 


POWER POLICY 

Are investor-owned utilities - citizens? 

(Ed) Ape. © ........ 
Arizona Power Authority argues for Marble 

Canyon project (N) Feb. 25 wie 
Arizona Salt River Project voted tax alter- 

native (N) Apr. 29 

BPA’s area expansion brings sharp reactions 

(N) June 3 .... 
Colorado-Ute plant ~ utilities charge Sec. 

Udall pressures PUC (N) Feb. 
Federal budget sets new records N, table) 

on 
High Mountain Sheep-Nez Perce battle in 

final round (N) May 27 
Interior vs FPC = at High Mountain Sheep, 

Marble Canyon (N) Feb. 25 
Kennedy asserts public power has not hurt 

private power (N) May 20 
Kennedy budget lists power items (N) 

Jan. 21 
Kennedy ‘lets out the leash’ as federal power 

officials squabble (N) Jan. 21 . 7 *14 
Marble Canyon Dam - FPC cross-examines 

Interior (N) Mar. 4. ‘ ‘ 14 
Only the FPC says no to regional preferenc: 

(N) Apr. 8...... . *58 
Regional priority bill off | to ‘rocky start in 

House (N) May 20 .... 23 
Regional priority hearings finally scheduled 

(N) Mar. 25 .. - 23 
Regional priority vote nears s (N) June 10....... 16 
Ross vs Udall on preference (N) Apr. 1 *16 
SEE Engineering & Operating Section - gains 

seen in public-power war Apr. 22 ..... .. 122 
Swidier deplores public-private power bitter- 

ST Oe  cscrcccnsansecsesnertscennse - 4 


POWER SUPPLY 

British power - ‘In danger. . for another 
year...’ interview with Richard Wood 
Apr. 22 

Con Ed considers getting power from Labrador 
(N) May 6 .. 

Gas turbine fills peaking- “standby need 
E.W. Robinson May 20 ; 

Home energy needs are growing, changing - 
“Resources in America’s Future” (chart & 
tables) May 13 

How utility fights isolated generation (N, 
table) Feb. 4 aha . 
Reports from other ‘on-site’ battle fronts 

Feb. 4 , 

National Power Survey see under Federal 
Power Commission 

PEA planners urged to probe half-told story 
of on-site generation Mar. 25 

Seasonal interchange justifies EHV system 
cost; Southwestern investor-owned utili- 
ties, TVA save $124-million on generating 
plant (table) June 17 ...... set 

Swidler urges drive for larger generating 
units, integrated systems at American 
Power Conference Apr. 8 *64 

USSR aims at standard design for thermal 
stations May 20 7 - ool *96 


PUBLIC RELATIONS 

Are investor-owned utilities good citizens? 

(Ed) Apr. 8 ? 57 
Armless poles improve distribution appearance 

Smith & Leonard Mar. 11 - 
Communities need utility engineers Apr. 22 *113 
Defend yourselves, Lynch tells Southwest 

group (N) Apr. 22 .... ; *69 

EEI 31st annual convention June 17. *84 
Electric Power Board of Chattanooga 

eliminates transformer noise complaint 

May 6 
EHV lines opposed in Virginia, California, 

Ohio and Massachusetts (N, map) May 6 
Film urges policital action (N) June 24 
‘Get story across,’ SEE is urged Apr. 8 .§ & 
Good public relations again pays off (E 4) 

Feb. 18 .. ‘ 13 
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Is there a pill for appliance service ills? 
(chart & table) Jan. 7 

Keystone engineers tour Ohio Brass lab (N) 
RRs FP scevececancrcnnsnseittinsnntsminsnnsantinnnninusaiiaions : 

NRECA 21st annual meeting - co-ops plan 
counterattack on investor utilities (N) 
Jan. 28.. 

Outdoor play: bigger r role for utilities 
Part I June 3 Saisinliaiesianeninait 
Part Il June 10 ....... 

Points of view on utility s service - here and 
abroad (Ed) Apr. 22 

Public opinion: swinging to investor owned 
(charts & tables) June 24 ... 

Public views Round Butte hydro construction 
Jan. 14 

Respect public opinion, admen told - PUAA 
meeting (N) June 10 

Right-of-way difficulties call for diplomacy 
(Ed) May 6 

Sometimes we do a thing just because it’s 
right (Ed) May 27 

Souther California gets electrical exhibits | 
(N) June 3 

US utility men share their know-how around 
world May 27 

Why today’s issue looks different (Ed). Jan.7 13 


PURCHASING 
Allis-Chalmers low bidder for TVA trans- 
formers (N) Feb. 18 
Antitrust cases have changed buyer- seller 
relations May 20 
Bidding vs. negotiation discussed at EE! 
Purchasing & Stores meet May 6 
Buyer rates the vendor on an informal basis 
Jan. 28 
Now the salesman rates the buyer o on informal 
basis (a sequel) Feb. 4 . 
Buyer, seller disagree on role of price 
instability June 3 ... 
California PUC to continue sealed-bid 
hearings Jan. 7........ 
Coal market comes alive with ‘promises “of” 
substantial economies Mar. 25 .............cccc0000 
Cordiner sees leveling on heavy equipment 
prices (N) Apr. 29 . 
Distribution transformer manufacturers debate 
how to raise prices Apr. 29 .... 
Distribution transformer prices go up and 
down (N) Apr. 22 ai a 
EHV equipment market begins to ‘shape up 
June 10 .. , a 29 
GE announces price ‘and “equal treatment” 
policy on turbines May 27 ...... ae 
Generating equipment suppliers have near- 
banner first quarter (table) Apr. 22 ............... 103 
Implications of turbine pricing policy — 
June 24 ...... . B 
Industry ponders transformer price ‘hike (N) 
Apr. 15 ... 5 
Manufacturers have few complaints, say ‘most 
buyers are fair Mar. 18 ..... an 25 
Manufacturers’ profit squeeze worries s buyers 
ee . *29 
Novel idea suggested to put emphasis. on 
product performance Apr. 15 wie 31 
Profits to be theme of utility buyers’ group 
meeting Jan. 7....... | 
Should identical bids surprise buyers? 
Feb. 18 .......... 33 
—— toys witht new ‘identical- bid policy (N) 
- 18.. 
Ueitaies put ‘out welcome mat ‘for salesmen 
Meg 83... 31 
Utility buyers urged to shun price buying ® 


23 
Utility buyers worry about product quality, 
standards, settlements Mar. 11 


R 


RADIO 


see Communications 


RECLAMATION BUREAU 

Arizona Power Authority argues for Marble 
Canyon project (N) Feb. 25 

FPC cross-examines Interior on federal Marble 
Canyon Dam (N) Mar. 4 

Interior vs FPC - at High Mountain ‘Sheep, 
Marble Canyon (N) Feb. 25... , 

Interior’s water desalting plans poised for. 
jump forward June 10 





‘Mile 18’ pump contract let (N) June 3 
US tied coast to coast for a few hours (N) 
Jan. 28 


RECTIFIERS 
BPA dc test facility rectifiers are unique (N) 
June 3 
Vault rectifiers supply dc network from ac 
grid Turner & Colaiaco (charts) Feb. 11 


REGULATION AND RATES 

Amargosa Valley wins delay on California 
PUC decision to assign service area to 
Southern Calif. Edison (N) Jan. 7 

Amargosa - who will serve? (N) Jan. 28 

Amargosa Valley Co-op denied hearing (N) 
Feb. 18 

BPA peaking capacity rate being revised (N) 
Mar. 18 

California PUC rejects $2.9 million annual 
rate reduction request (N) May 27 

Colorado PUC approves controversial steam 
plant (N) Mar. 4 

“Common carrier” provision restored by 
federal agencies (N) Jan. 7 

Common carrier over federal lands - comments 
(N) Feb. 4-4, Feb. 11-23, Mar. 11-19, 
Mar. 18-4, Mar. 25-68, Apr. 1-5, Apr. 15 

Common carrier over federal lands - When 
government plays, who umpires the game? 
(Ed) Apr. 15 

Commonwealth Edison coal unit trains (N) 
Mar. 11 ‘ 

Duke Power’s new single-meter residential 
electric rate (N) Apr. 8 

F PC approves lower rate schedules by three 
power companies to three co-ops (N) Apr. 1 

FPC co-op regulation moves toward showdown 
N) Apr. 15 

FPC moves to override Interior-Agriculture 
right-of-way regulations (N) Apr. 22 

F PC proposed new rules for electric utilities 
highlight plans for new year (N) Jan. 7 

Five utilities to reduce rates (N) Mar. 4 

Gas pipeline fights integral train rate (N) 
Mar. 4 

A healthy debate: should co-ops be regulated? 
(Ed) May 13 

“An Inquiry into the High Cost of Electricity 
in New England” by W.D. Shipman - EW 
Book Review Feb. 11 

Investor-owned companies protest US right-of 
way proposal (N, map) Feb. 18 

Morgan blasts FPC majority over licensing of 
intrastate transmission lines (N) Jan. 28 

Moss-Engle bill endorsed by Sec. Udall (N) 
May 6 

NRECA accusation ignores tax law (N) Mar. 25 

NRECA overcharge claim sparks utility 
responses (N) Mar. 11 

Pennsylvania P & L refused new 50-yr. 
license for Holtwood Dam (N) Mar. 25 

Right-of-way rule advances under heavy fire 
(N, map) Mar. 25 

Sierra Pacific Power receives first federal 
right-of-way permit incorporating new 
limitations (N) Apr. 8 

Tax changes trigger lower electric rates for 
two utilities (N) Jan. 14 

Transmission - Today the West, tomorrow the 
country (Ed) Feb. 25 

US allows 12% increase in residual fuel 
imports (N) Mar. 25 

Utilities must protest federal right-of-way 
restrictions (Ed) Feb. 11 

Utilities should keep tax credit benefits, 
House units says (NP) June 24 

Utilities weigh protest of FPC expense rule 
N) Jan. 14 

Which one gets the load a regulator looks 
at regulation L.W. Petteway May 6 

Who calls the kettle black? (Ed) Mar. 25 


REGULATORS 


see Voltage Regulation 


RELAYS 

‘Blinders’ avoid power swing tripping at 
138 kv May i3 . 

Cosden Petroleum taps 138-kv line for 14-Mva 
refinery C.D. Wade Apr. 22 

Ge orgia Tech host to relay group June 3 

Relay protects floating neutr ral capacitor 
Keezer & Downing Jr. Mar. 11 

Simplify oc relay data for computers A.H 
Knable (charts) May 27 


RESEARCH 


Britons call for better directed utility research 
(N) June 24 

EE] report indicates sc ope of electric utility 
R & D (N) May 6 ae . 

EEI study on electric utility research and 
development (N) Apr. 8 ; 

EEI 31st annual convention (N) June 17 

GE announces 15-utility fast breeder reactor 
project (N) Apr. 1 5 

GE’s W & C Lab will be for product innovation 
(N) May 13 

Institute of Gas Technology outlines time 
table for development of fuel cell (N) 
June 17 5 

Interior’s water desalting plans poised for 
jump forward June 10 ‘ 

Photo microscope analyzes coal Feb. 11 

Radioisotopes seen as aid in hydrd Mar. 25 

We’re already on the way, Mr. Swidler (Ed) 
June 17 

What are our 100 most needed innovations? 
(Ed) May 20 


RIGHT-OF-WAY 


Chemical weed killers bring better R-O-W 
maintenance S.S. Russell Apr. 8 

“Common carrier” provision restored by 
federal agencies (N) Jan. 7 

Common carrier over federal lands - comments 
(N) Feb. 4-4, Feb. 11-23, Mar. 11-19, Mar. 
18-4, Mar. 25-68, Apr. 1-5, Apr. 15 

Common carrier over federal lands - When 
government plays, who umpires the game? 
(Ed) Apr. 1 

EHV lines opposed in rV irginia, California, 
Ohio and Massachusetts (N, map) May 6 

FPC moves to override Interior-Agriculture 
right-of-way regulations (N) Apr. 22 

First permit incorporating new limitations 
received by Sierra Pacific Power (N) Apr. 8 

Investor-owned companies protest US right-of- 
way proposal (N, map) Feb. 18 

Pacific G & E resumes work on controversial 
220-kv line (N) May 6-58, May 20 

Railroad overbuild changed to 138 kv on same 
arms Beers & Jaboolian June 17 

Right-of-way difficulties call for diplomacy 
(Ed) May 6 

Right-of-way rule advances under heavy fire 
(N, map) Mar. 25 

Transmission - Today the West, tomorrow the 
country (Ed) Feb. 25 

Utilities must protest federal right-of-way 
restrictions (Ed) Feb. 11 


RURAL ELECTRIFICATION ADMINISTRATION 


Clapp receives rough treatment at Senate REA 
hearings (N) Apr. 8 58 
Drive against G & T loans wins recognition in 
Congress (Ed) Apr. 15 13 
House cautions REA onG & T loans as it 
approves funds (N) June 17 
House Funds Committee zooms in on REA 
loans (N) May 27........ 
Loan approvals in 1962 (N) Feb. 18 
Proposes significant revisions in loan 
procedures (N) Jan. 21 
Says it loaned $280 million last year (N) 
Mar. 25 . oe 
TVA seeks electrification of farm operations 
(N) May 6 
Utilities press REA G & T loan attack (N) 
Apr. 15 


RUSSIA 


see Europe (Continental) 


> 


SAFETY 


Accidentally energized line wires should not 
cause personnel injury A.L. Dowden 
June 3 
Arizona PS issues billfold safety cards Jim 
Lauchner June 3 
Better way to chart safety performance RF. 
Millikan June 3 
Black and Decker introduces all insulated 
power tools (N) Apr. 8 .. ak ae 
Clamp-on hook increases ladder safety 
H.L. Bachelder June 3 ‘ *90 
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Connecticut Yankee’s Haddam Neck site for 
nuclear plant found suitable (N) Mar. 4 ...... 
Duquesne Light Co. off-job safety plan earns 
on-job safety June 3 : aiid 
EEI accident reports reviewed in ‘court? 
June 3 ; 
Florida Power Corp. tests booms ‘and. liners 
on regular schedule A.W. Shaver June 3. 
GSU’s Baton Rouge Div. rings up five million 
accident-free man-hr. June 3 
Hawaiin Electric survey finds 138-kv 
grounding switches seldom used solely for 
line safety Richardson Jr. & Smith (table) 
Apr. 8 
Line grounding for safety - letter June 17 
Meet ‘Resusci-Anne’ Raymond White June 3 
Minneapolis-Honeywell safety tour highlighted 
by exploding furnace (N) Apr. 8 se *81 
Mocked up hazards encourage constant safety 
awareness at Toledo Edison L.E. Olmstead 
June 3 .... *104 
New know-how cuts auto accidents Prof. A.E. 
Neyhart Apr. 8 socons “ERO 
Not new, but hard hats are a must June S i SEO 
‘Operation fireworks’ shows overhead contact 
hazards at Detroit Edison June 3 ................ *108 
Pole guard protects against shock June 3........ *90 
Portable hv-test sticks must satisfy safety 
rules E.L. Hasenzahl June 17 ..... ww. 98 
The public is responsible for its own safety 
. but (Ed) June 3 a = 41 
Safety device protects against pool hazards 
(N) June 3 i *60 
Safety margins increased with sy nthetic 
ladders June 3 ... 
Sign protects patrol car drivers "Feb. 11. 
Simulated-hot 12-kv line for safety training 
K.S. Baxter June 3 
Splice cap insulator ‘safeties’ hot service 
Oliver Schmeisser Apr. 8 ; 
Virginia Electric & Power go-slow training 
policy produces safe 15-kv glove work 
W.W. Faust June 3 
Weld-rod doubles as safety hat rack Louis 
Cavic Feb. 11 


SALES AND PROMOTION 
Appliance sale surge made ‘62 almost a bell- 
ringer (table) Feb. 18 
Are we missing a bet in power sales? (Ed) 
Apr. 29 
By-product heat from light ing will heat 
Commonwealth Edison building May 6 
Commercial cooking survey - report J.D. 
Damon (tables) Apr. 22 .*81-88 
Commercial Electric C ooking Conference told 
of successful promotions June 17 *129 
Delaware Power & Light says ‘we give green 
stamps’ (N) Feb. 25 148 
EEI meeting told sales opportunities open up 
Apr. 15 . 16 
EEI 31st annual convention (N)  ) a | 
Florida Power Corp. sales reorganized to 
meet competition W.B. Shenk Mar. 18 ; *14 
Gold Medallion community “Tiffany Park” - 
heating cost is guaranteed (N) June 17 . 130 
Heat pump goes in Wisconsin school Feb. 11 .. *151 
Is there a pile for appliance service ills? 
(chart & table) Jan. 7 ; *39 
Lighting exhibits planned for EEI Sales 
Conference (N) Mar. 25 114 
LBE, NEMA sponsor range promotion ‘Feb. 25 146 
Lumber products firm solves scorching problem 
electrically May 20 4 *145 
Mobile classrooms go all- electric in Chicago 
June 3 Pe | 
Monongahela Power office converts to electric 
heat E.A. Johnson Jan. 28 . “116 
The mood is to compete for the commercial 
cooking load (Ed) Apr. 22 i 65 
National Electrical Week - novel ideas for 
Electrical Week (N) Feb. 11... os 54 
Northern States Power plans all -electric 
building (N) Jan. 7 f 
Oil heating customer converted to electric by 
lowa Electric L & P (N) Mar. 25 ..... 
On-site generation — How utility fights 
isolated generation (N, table) Feb. 4 ; 
— from other ‘on-site’ battle fronts 
) Feb. 4 .. ‘ 
One Pi steam turbine supplier - what it. 
means to industry (N, charts) Jan. 7 
Outdoor lights get quick acceptance at KP & L 
Apr. 8 .. 
PEA planners urged to ‘probe half-told story “of 
on-site generation Mar. 25 a ‘ 
South Carolina utility, developer combine in 
quality project Jan. 14 
Southern California gets electrical exhibits 
(N) June 3. ‘ 
Tampa Electric upgrades distribution ‘to boost 
trailer loads May 6 





Tax changes can spur energy sales D.C. Cook 
(charts) Apr. 15 

TVA seeks electrification of farm operations 
(N) May 6, naanoseail “ 

Water heating called big load - IEEE General 
Meeting Feb. 18 

Wiring Converence rev eals increased con- 
tractor interest (N) Mar. 25 .. 


STANDARDIZATION 
NEMA to study standards procedures and 
policies (N) Feb. 11 
Our concepts of standards are changing (Ed) 
A.T. Green Feb. 4 
700/765 kv to become IEC standard E.M. 
Hunter Jan. 21 


STATISTICS 

Appliance sale surge made ‘62 almost a bell- 
ringer (table) Feb. 18 

Canadian construction and expenditures 
(charts & tables) Jan. 28 .... 

Capacity additions reported to E lectrical 
World - Kw (tables) Feb. 25 m 

Capacity - gg capacity by owne: ership - 
Mw (table) Feb. 25 

Capacity - installed capac ity by type of prime 
mover - Mw (table) Feb. 25 

Capacity - number and installed capacity of 
electric utility generating plants by states 
and type of prime mover - Kw (table) 
Feb. 25 

Construction - transmission, underground, 
distribution, substation (charts & tables) 
Jan. 28 

Construction expenditures by regions - 
thousands of dollars and % total U.S. 
(charts) Jan. 28 

Construction expenditures - millions of 
dollars (chart & table) Jan. 28 

Construction expenditures - thousands of 
dollars (tables) Jan. 28 

Consumption of coal, oil, and gas (table) 
Feb. 25 

EEI 33rd semi-annual power survey - US 
capability to reach 211 million kw this year 
(N) Apr. 29 

Electrical World coth annual statistical 
report A.J. Stegeman (charts & tables) 
Part I Jan. 28 
Part Il Feb. 25 

Electricity grew faster than gas in 1962, 
EEI reports (N) Jan. 7 

Energy sales and production (tables) Feb. 25 

FPC rates systems, plants, units (N, tables) 
Jan. 28 

Financial - utility revenues hit $11 billion as 
taxes, net income peak (tables) Feb. 25 

Generating capacity additions - thousand of 
Kw and % total U.S. (charts) Feb. 25 

Home energy needs are growing, changing - 
“Resources in America’s Future” (chart & 
tables) May 13 

Long-range utility budget forecast - millions 
of dollars - 1962-1967 (table) Jan. 28 

Maintenance - thousands of dollars (chart & 
table) Jan. 28 

Manufacturing (tables) Feb. 25 : 

New capacity additions rea to Electrical 
World - Kw (table) Feb. 

New trends affect utility fuel . forecast (map) 
Mar. 4 

Peaking tackled in n National Power Survey 
report (tables) Feb. 11 

Production, capacity, average use (tables) 
Feb. 25) wou 

REA-financed systems (table) F eb. 

Sales, revenues, customers (tables) * eb. 25 

Station economics (charts & tables) Feb. 25 

Total electric utility spending by regions 
millions of dollars (tables) Jan. 28 

Transmission and distribution construction 
(tables) Jan. 28 

Transmission and distribution expenditures - 
thousands of dollars (tables) Jan. 28 


STEAM STATIONS 

see also Capacity Additions 

Colorado PUC — es Colorado-Ute’s steam 
plant (N) Mar. 

Colorado-Ute E soants Assn. begins construc- 
tion on controversial steam plant (N) Apr. 8 

Colorado-Ute groundbreaking draws top Admin- 
istration officials (N) Apr. 29 

Colorado-Ute plant - utilities charge Sec. 
Udall pressures PUC (N) Feb. 25 


Dry tower by English Electric in operation (N) 
Jan. 28 
Duke Power Co.’s Marshall steam plant skim- 
mer wall chooses best cooling water (map) 
case Aaa a ; 
Eddystone I sets proud record for power 
generation (Ed) Mar. 11. 
The Eddystone Story: Unit 1 extends power 
plant technology - report R.G. Rincliffe 
(charts) Mar. 11 ; i .--e*87-110 
Advanced steam cycle maps route to 
future fuel savings Kistner Jr. & Mochel 
Mar. 11 *88 
Results prove unit’s record performance 
J.L. Hankins Mar. 11 
Procedures developed for 5 ,000-psi, 
1,200F unit operation J.L. Hankins 
Mar. 11 
Boiler performance verifies design 
premises Argersinger & Garrett Mar. 11 
Turbine-generator unit leads heat-rate 
parade R.B. Williamson Mar. 11 
Alloy piping, welds prove adequate E.F. 
Gerwin & others Mar. 11 
Bypass system channels vast energy flow 
Argersinger & Kistner Jr. Mar. 11 
Heat exchangers contribute to cycle 
economy Coit & Brockel Mar. 11 
Boiler feed pumps handle 6,490 psi T.R. 
Kernkamp Mar. 11 
Control system proves concepts sound 
J.H. Daniels & others Mar. 11 
Water treatment faces special problems 
C. Caprara & others Mar. 11 
FPC lists most efficient steam plants (N) 
Jan. 21 4 
FPC rates systems, plants, units (N, tables) 
Jan. 28 ; 63 
First of two large cooling towers completed at 
Southern California Edison’s Etiwanda 
Station (N) Apr. 1 *30 
Georgia Power’s controls designed to boost 
generation efficiency at Jack McDonough 
plant Stephens Jr. & Albright May 6 
Gulf States Utilities’ Sabine Station sited to 
double planned capacity R.J. West & others 
Feb. UE ccc.ess *62 
Kentucky PSC approves co-op generating 
plant (N) Apr. 15 
Open trenches improve plant drainage R.E. 
nm May 20 


STORMS 


Harsh winter strains British system ].H.M. 

Sykes Feb. 11 54 
How CEI classifies weather to reduce service 

outages J.J. Misic Jan. 21 *20 
Hudson River crossing crumples in storm (N) 

Jan. 7-4, Jan. 14 *67 


SUBSTATIONS 


Bus damping found necessary to overcome 
aeolian action at new substation S.]. 
Schwarz June 24 

Construction - thousands of kva (chart & 
table) Jan. 28 

Design program reduces cost of compact, 
flexible, urban substation - Mozart Sub- 
station of Hydro-Quebec S.M. Giroux 
May 20 ns *100 

End-of-the-line generation firms up existing, 
postpones new transmission at LILCO 
Davidson & Burns (map) June 24 = 

Grid grounds 30,000-amp faults at Puget Sound 
P & L’s Talbot Hill station E.A. Stroberg 
Feb. 4 

a units thrifty with station space 
Apr. 

Ohio ‘oa introduces new line of station 
arresters (N) Feb. 18 

PERT schedules 345-kv substation engi- 
neering, construction for CE] Fitzgerald & 
Martin Feb. 4 

Reactor coil saves substation space G.M. 
Carter May 6 

Transmitter reports feeder outages June 10 

What price ‘maintenance-free’ structures ? 
J.C. Pohlman (charts) Mar. 25 


SWITCHES AND SWITCHING 


Chance, A.B. Co. demonstrated load = break 

switch (N) Mar. 18 
EHV air-switch on 2nd year of tests (N) 

May 27 ; : *28 
14.4-kv vacuum recloser now in production (N) 

Apr. 8 *84 
Goabs tested to 115 kv (N) June 24 *28 
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GE quits outdoor power switching equipment 
business (N) Mar. 25 .. . ae ae 

Hawaiian Electric survey finds 138-kv_ 
grounding switches seldom used solely for 
line safety Richardson Jr. & Smith (table) 
Apr. 8 

Jumper stops failure of oil switch control | 
circuits $.R. Hunter Feb. 11 

LTC triggers capacitor switching J. D. 
Huddleston III Jan. 21 : 

New design improves arrester response 
A.G. Yost June 3 

New line of GE station arresters in production 
(N) Apr. 15 

Ohio Brass introduces new line of ‘station 
arresters (N) Feb. 18 

Prefab structure cuts erection costs Apr. 22 

Reacter coil saves substation space G.M. 
Carter May 6 : 

Switching-surge tests yield EHV ‘design data 
McElroy & Smith Jan. 14 


SYSTEMS ENGINEERING 

Computer develops design data for distribution 
system planning McWhorter & Gangwer 
Jan. 28 ... 

Data dispatcher ‘links PJM, CANUSE and ISG. 
(N) Jan. 28 

Magnetic map aids dispatcher | at Brockton 
Edison H.L. Swicegood Mar. 25 

Mixed unit types can cut power cost Marsh & 
Landes (tables) Jan. 14 was 

Operations center streamlines trouble ‘dis- 
patching for PS Co. of Oklahoma Wilson & 
Baker Feb. 11 . es 

Performance monitor shapes decision about 
future digital computer at Union Electric 
Bryan & Cross Apr. 29 

Power pool and system needs aired - IEEE 
General Meeting Feb. 18 

Retirements of generating capacity - NPS 
technical report (N, table) Apr. 1 

System planners must be alert to heating 
load! (Ed) Mar. 18 .... . 

TVA computer aids hy dro-steam dispatching 
Brudenell & Gilbreath May 13 

36-point list checks cutouts for Southwestern 
PS R.F. McClure June 3 

Transmitter reports feeder outages June 10 


T 


TAXES 

Are we missing a bet in power sales? (Ed) 
Apr. 29 | 

Arizona Salt River Project voted tax 
alternative (N)} Apr. 29 f 

EEI meeting told sales opportunities ‘open up 
Apr. 15....... 

Gas pipeline fights integral train rate ‘(N) 
Mar. 4 

Investor-owned utilities should coordinate 
position on taxes (Ed) Jan. 21 

N.J. tax plan corrected May 6 ..... F 

Public power tax rise under study in 
Washington state (N) Jan. 7 

Tax changes can spur energy sales D.C. Cook 
Ages 9S scccenise 

Tax changes trigger lower electric rates for 
two utilities (N) Jan. 14 da 

3% tax credit boon to sales (N) Apr. 8 

Utilities should keep tax credit benefits, 
House unit says (N) June 24 

What should you do about the new tax law? 
Mar. 11... 


TELEVISION 
TV helps control hydro plant Mar. 4. 


TENNESSEE VALLEY AUTHORITY 

Allis-Chalmers low bidder for transformers (N) 

Feb. 18 .. . 
Awards 500-kv air-blast breaker contract to 

GE (N) Apr. 15 
Cart hndles 30-inch exhauster elbows Feb. 11 *130 
Combustible-gas tests warn of transformer 

failures R.O. Taylor (charts) Apr. 22 .......... *74 
Companies, TVA unveil plans for ties that 

will save $7.5-million a year (N, tables, 

maps) Apr. 8 60 
Computer aids hydro-steam dispatching 

Brudeneil & Gilbreath May 13 *24 
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Computer aids pipe prestressing at Colbert New pad-mounted transformer announced (N) 
Steam Plant Miller & Stamps June 17 *100 Mar. 18 (N) Feb. 18 aeaok 
Electric heating is economical for green- Pole SPT breaks 17, 000 amp (N) Jan. 2 PG & E maps $2.4-billion G & 7 future (N, 
houses W.C. Whisenant (table) Feb. 25 *145 Sonic triangulation spots insulation Satioee map, table) Mar. 11 . a 
Open trenches improve plant drainage R.E. (N) Feb. 25 ‘ Pacific G & E plans 1,200 miles of EHV, “500- 
Lyon May 20 *117 Rectifier transformer gets factory tests (N) kv and above (N) Mar. 4 .............. ‘ 
Pulverizer ball sorting is automated Feb. 11 *114 June 17 Pacific G & E tells why it considers de ‘inter- 


Ontario Hydro buys 200 Alcan guyed towers 


Radioactive beam detects coal pile-up 


Feb. 11 ¥ 132 


Seasonal interchange justifies EHV sy stem 
cost; Southwestern investor-owned utili 
ties, TVA save $1 oF million on generating 
plant (table) June 

Seeks electrification of farm operations (N) 
May 6 

Soft-toned alarm alerts dispatcher J.R. Huff 
Apr. 8 

Study finds 750-Mw A-plant economic (table) 
Mar. 18 i 

250-kv interrupter head for 500-kv breaker (N) 
May 20 


TESTING AND TESTS 


Autotune device aids cable testing R.E. 


Rockey Feb. 25 *24 


BPA dc ground-return test equipment let (N) 


Apr. 8 82 


BPA dc test facility construction well under 


way (N) Apr. 22 . *69 


Combustible-gas tests warn of transformer 
failures RO.’ 
Detector spots corona in insulation Eigen & 


Gothberg June 17 *105 


EHV air-switch on 2nd year of tests (N) 


May 27 *28 


Florida Power Corp. tests booms and liners 


on regular schedule A.W. Shaver June 3 *109 


Gas CB’s a max power of F ontenay 


Lab (N) Jan. 8 


GE’s W & C Lab ‘lla be for product in- 
novation (N) May 13 

Goabs tested to 115 kv (N) June 24 

Job-shop rigs solve testing problems Feb. 11 

Meters remotely read on 80-house loop Jack 
Davey & others (tables) May 6 

New rubber goods test set-up brings five 
benefits Paul Angel! Apr. 8 

Philadelphia Electric proves coilable plastic 
duct protects cable J.E. Johnson (tables) 
Mar. 25 

Portable grounding leads, clamps tested at 
20,000 amp for 30 cycles at Long Island 
Lighting Michael Neam Mar. 25 

Portable hv-test sticks must satisfy safety 
rules E.L. Hasenzahl June 17 

Rectifier transformer gets factory tests (N) 
June 17 

S & C builds vest-pocket weather kit (N) 
Apr. 22 

Sonic triangulation spots insulation failure 
(N) Feb. 25 

Switching-surge tests yield EHV design data 
McElroy & Smith Jan 14 

Westinghouse lab increases capacity for EHV 
power tests (N) Jan. 14 

Withstand broken-conductor tests Saddock & 
Corey June 3 


TRANSFORMERS 

Allis-Chalmers low bidder for TVA trans- 
formers (N) Feb. 18 

Backlogs remain level for — turbine and 
transformer suppliers (char ts) Feb. 11 

Combustible-gas tests warn of transformer 
failures R.O. Taylor (charts) Apr. 22 

Compact transformer saves vault rebuild Harry 
Horter Feb. 11 

Detector spots corona in insulation Eigen & 
Gothberg June 17 

Distribution transformer manufacturers debate 
how to raise prices Apr. 29 

Distribution transformer prices go up and down 
(N) Apr. 22 

Electric Power Board of Chattanooga elimi- 
nates transformer noise complaint May 6 

15-kv cast-coil, dry-type transformers an- 
nounced for high-rise apartments (N) 
Mar. i1 

Fitted barrier cuts transformer noise - IEEE 
General Meeting Feb. 18 

448-Mva ae omer shipped t 

(N) June 

GE delivers sal mobile transformer (N 
Jan. 28 

Heat exchanger ups tenaSeemer capacity 359 
Deloney & Renberg Feb. 

Industry ponders transformer ‘price hike (N) 
Apr. 15 

Mount transformer on transmission pole A.O. 
Barnhouse June 


serve NASA 


Taylor (charts) Apr. 22 *74 


Semi-buried vault cuts underground cost L.E 
Barwick June 17 

Three remedies stop squirrels R.E. Deaton 
Feb. 11 

Wagner Electric’s new plant in partial 
operation (N) June 3 


TRANSMISSION 


‘Ball-socket’ aluminum guyed-V towers for 
230-kv (N) June 10 
‘Blinders’ avoid power swing tripping at 
138-kv at Central P & L May 13 
Canada - 700-kv transmission planned for 
Hydro-Quebec (map) Feb. 11 
Canadian Peace River to Vancouver EHV 
line - de rejected (N, map) Mar. 25 
Chart shows gradient around subconductors 
Karl Schmidt (R) Apr. 22 
“Common carrier” provision restored by 
federal agencies (N) Jan. 7 
Common carrier over federal lands - comme nts 
(N) Feb. 4-4, Feb. 11-23, Mar. 11-19, 
Mar. 18-4, Mar. 25-68, Apr. 1-5, Apr. 15 
Common carrier over federal lands - When 
government plays, who umpires the game? 
(Ed). Apr. 1 
“onsolidated Edison announces 345-kv river 
crossing and expansion of Cornwall, N.Y. 
pumped-storage project from 1,350 to 1,800 
Mw (N) Jan. 28 
Sonti-Scan line - ASEA to supply de equip- 
ment (N) Apr. 8 
onti-Scan Project - latest link in European 
grid will be de (map) June 17 
‘osden Petroleum taps 138-kv line for 14-Mva 
refinery C.D. Wade Apr. 22 
Dc transmission suited to long lines, special 
cases (N, charts) Jan. 14 
Delta towers carry long spans at Taum Sauk 
project Mar. 4 
EEI Task Force report raps and praises USSR 
and US utilities (N, chart) Jan. 14 
EEI 31st annual convention June 17 
End-of-the-line generation firms up existing, 
postpones new transmission at LILCO 
Davidson & Burns (map) June 24 
EHV: expanding at a rapid rate (charts) 
Feb. 25 
EHV cuts AEP’s transmission losses $6 
million a year (N) Apr. 29 
EHV lines opposed in Virginia, California, 
Ohio and Massachusetts (N, map) May 6 
FPC moves to override Interior-Agriculture 
right-of-way regulations (N) Apr. 22 
Florida P & L special structure puts new line 
on limited ROW W.M. Klein May 20 *1 0 
Guides for planning transmission - NPS 
technical report (N, chart) Apr. 1 
Gulf States Utilities’ Sabine Station line 
construction hampered by marsh June 3 
H-frame line has uncoated steel arms D.N 
Rice Jan. 14 
How Ontario Hydro builds 500-kv transmission 
H.P. Smith & others (map) Jan. 7 *20 
Hudson River crossing crumples in storm (N) 
Jan. 7-4, Jan. 14 *67 
IEEE General Meeting features polemic on 
HVDC transmission Feb. 18 19 
Insulation differential cuts tripouts for Duke 
Power R.M. Kimbrell May 6 *66 
Interset towers permit bundling at Southern 
Califomia Edison H.D. Fischer Jr. Mar. 25 *87 
Investor-owned companies protest US right-of- 
way proposal (N, map) Feb. 18 14 
Metal arms and fittings —- for 138-kv 
lines T.N. Cofer Apr. *108 
Metal-wood towers carry 2 oak kv over Ro kies 
G.C. Farnsworth & others Feb. 2 *80 
Questions on tower loading - letter May 20 ~ 
Midwest grid (N) Jan. 21-5, Feb. 4-4, 
Feb. 18-4, (map & tables) Mar. 11 72 
Montana, Idaho, Utah, and Wyoming to 
strengthen 5-company grid (N, map) Apr. 29 *18 
Morgan blasts FPC majority over licensing of 
intrastate transmission lines (N) Jan. 28 23 
Moss-Engle bill endorsed by Sec. Udall (N) 
May 6 23 
National Power Survey see under Federal 
Power Commission 
New Mexico pool ties in with Pacific South- 
west (N) June 24 
1970 nationwide interconnected system (N, 
map) May 20 90 
Northwest utilities announce 570-mile 230-kv 
line (N) Apr. 22 ; 21 


(Ed) Editorial. *Illustrated. (N) News. (R) Reference Sheet. 


tie too risky (N) June 24 ‘s 

Pacific Northwest-California intertie - 
decision time nears (N, table) Apr. 29 

Poor soil prompts special foundation design 
from Tampa Electric J.M. Bryant Mar. 11.... 

Right-of-way difficulties call for diplomacy 
(Ed) May 6 a 

Right-of-way rule advances S under heavy fire 
(N, map) Mar. 

Sierra Pacific Power receives first federal 
right-of-way permit inc orporating new 
limitations (N) Apr. 8 

Steel pre — -grout pile de >signed ‘for EHV 
towers ) Feb. 11 “ 

rome | E ha rebuilds H- frames for 230- kv 


Tiny p iC sa gauges line vibration - piezo- 
electric accelerometer Tengwall & Fischer 
PER DMs Be. asssererssasionnintenn acseaeiemtie 

Today - papi tomorrow the country (Ed) 
Feb. 

Sanne and distribution « c onstruction 
(tables) Jan. 28...... : 

Transmission and distribution e xpe nditures - - 
thousands of dollars (tables) Jan. 28 

Transmission line construction - circuit miles 
(chart & table) Jan. 28 , 

Utilities must protest federal right- ‘of-way 
restrictions (Ed) Feb. 11 e 

V-strings cut EHV ac tower heights - IEEE 
General Meeting Feb. 18 . 

VEPCO’s EHV dominates IEEE talks May ‘1B 

The VEPCO project deserves vigorous 
industry support (Ed) June 24 

What is place of HVDC transmission in to- 
day’s power systems? Dr. U. Lamm May 20 

What price ‘maintenance-free’ structures ? 
J.C. Pohlman (charts) Mar. 25 

Withstand broken-conductor tests Saddoc k & 
Corey June 3 


TRUCKS AND TRAILERS 


see Vehicles 


TURBINES 


Backlogs remain level for steam turbine and 
transformer suppliers (charts) Feb. 11 

The Eddystone Story - Turbine-generator unit 
leads heat-rate parade R.W. Williamson 
Mar. 11 

End-of-the-line generation firms up existing, 
postpones new transmission at LILCO 
Davidson & Burns (map) June 24 

Gas turbine fills peaking-standby need E.W 
Robinson May 20 

GE announces price and “equal treatment” 
policy on turbines May 27 

Implications of turbine pricing policy weighed 
June 24 

Jet units can take various shapes T.R. 
Wheaton Jan. 7 

New LP blading improves turbines at West 
Penn Power’s Springdale Station Mycoff & 
Reynolds (tables) Apr. 22 

One less steam turbine supplier - what it 
means to industry (N, charts) Jan. 7 

One million kw in gas turbines scheduled (N) 
May 6 

Peaking tackled in National Power Survey 
report (tables) Feb. 11 

Ram-pack grout pads simplify T/G installation 

L. Kimball & others Jan. 14 

Reclamation’s ‘Mile 18’ pump contract let (N) 

June 3 


V 


VEHICLES 


see also Materials Handling 
Bucket-crane simplifies conductoring 98-ft. 
hi-line S.L. Fontenot Jan. 28 
Build boom to handle 6-ton reels J.C. Cox 
Apr. 8 - 
Crane-lift simplifies pole replacement Mar. 11 
Detroit Edison’s ‘Operation Fireworks’ shows 
overhead contact hazards June 3 


6 
*68 


"15 
*85 


*108 





Florida Power Corp. tests booms and liners 
on regular schedule A.W. Shaver June 3 
Mobile washer keeps fleets clean Minnich & 
Lash Jan. 28 

New lift and digger-derrick announced (N) 
Mar. 25.. a 

Pole-line utility trucks (N) Feb. 11 

Portable oil filter serves 45 stations Esler & 
Pyson Feb. 25 

Rig moves 262-ton stator 12 miles June 17 

70-ft. boom raises steel H-frames J.C. Cox 
Apr. 8..... en 

Thirty mile of line patrolled via rail Feb. 11 

Unique digger speeds cross country line con- 
Struction for Alabama Power Apr. 8 

Use rugged scooter for line patrol June 17 


VOLTAGE REGULATION 
LTC triggers capacitor switching J.D. 
Huddleston III Jan. 21 ; ; 
Transducer helps read voltage changes L.M. 
Wood Jr. Feb. 25 


WELDING 
Computer aids pipe prestressing at TVA’s 
Colbert Steam Plant Miller & Stamps 
June 17 idaho 


The Eddystone Story - Alloy piping, welds 
prove adequate E.F. Gerwin & others 


WIRING 


Wiring Conference reveals increased contractor 
interest (N) Mar. 25 


COMPANY INDEX 


ASEA Electric, Inc. - To supply Konti-Skan de 
equipment (N) Apr. 8 
What is place of HVDC transmission in 
today’s power systems? Dr. U. Lamm 
May 20 ; 
Admiral Steel Corp. - Stee! pressure-grout pile 
designed for EHV towers (N) Feb. 11 
Alabama Electric Cooperative - Court order 
blocks plant construction (N) Jan. 21 
Alabama Power Co. - EEI accident reports re- 
viewed in ‘court’ June 3 *106 
Unique digger speeds cross country line 
construction Apr. 8 *106 
A visit with EEI president Walter Bouldin 
June 17.... : *85 
Allis-Chalmers Mfg. Co. - Low bidder for TVA 
transformers (N) Feb. 18 
NEAR converter shipped for field tests (N) 
May 27 
NEMA accepts resignation of Allis- 
Chalmers ‘with regret’ (N) June 17 
One less steam turbine supplier - what it 
means to industry (N, charts) Jan. 7 
Rectifier transformer gets factory tests 
(N) June 17 j 
Simplify oc relay data for computers A.H. 
Knable (charts) May 27 
To build all of LaCrosse atomic plant (N) 
Feb. 4 
To work with Boveri (N) Apr. 8 
Amargosa Power Co. - Amargosa Valley Co-op 
will buy out company (N) Apr. 22 
Amargosa Valley Electric Co-op - Wins delay 
on California PUC decision to assign service 
area to Southern California Edison Co. (N) 
Jan. 7 
Amargosa = who will serve? (N) Jan. 28 
Denied hearing in California (N) Feb. 18 
Will buy out Amargosa Power Co. (N) Apr. 22 
American Electric Power System - Details of 
computer complex disclosed (N) Apr. 29 
EHV cuts transmission losses $6 million a 
year (N) Apr. 29 
Kentucky Power Co. - better way to chart 
safety performance R.F. Millikan June 3 
New techniques for measuring conducted RI 
on EHV lines Feb. 11 
Ohio Power Co. = Mount transfdrmer on trans- 
mission pole A.O. Barnhouse June 3 
Ohio Power Co. = Store upsweep brackets 
conveniently, safely L.C. Yant June 3 
Rate reduction (N) Jan. 14 
Switching-surge tests yield EHV design data 
McElroy & Smith Jan. 14 
Tax changes can spur energy sales D.C. Cook 
(charts) Apr. 15 
To build $6-million computer center (N) Apr. 8 
Arizona Power Authority - Argues for Marble 
Canyon project (N) Feb. 25 
FPC cross-exam ines Interior on federal 
Marble Canyon Dam (N) Mar. 4 
Arizona Public Service Co. - Billfold safety 
cards issued Jim Lauchner June 3 
New Mexico pool ties in with Pacific 
Southwest (N) June 24 
Salt River Project voted tax alternative (N) 
Apr. 29 


Baldwin-Lima Hamilton Corp. - Oriented to 
utility market (N) May 20 
Strengthens position in utility equipment 
field (N) Mar. 25 
To sell asbestos-cement-fill hyperbolic 
towers (N) Apr. 8 


Bechtel Corp. = Signs contract for 295-Mw 
(gross) nuclear power plant (N ) Jan. 28 
Big Rivers Rural Electric Co-op - Kentucky PSC 
approves generating plant (N) Apr. 15 
Bituminous Coal Research Laboratory - Photo 
microscope analyzes coal Feb. 11 
Black and Decker Manufacturing Co. - Introduces 
all-insulated power tools (N) Apr. 8 
Black Hills Power & Light Co. - Furnace burns 
poor, wet coal Munro & Parce Apr. 1 
Boise Cascade Corp. = Scorching problem solved 
electrically May 20 *145 
Boston Edison Co. = Maintains service as 2,100 
strike (N) Apr. 15 
Professional engineers join picket line (N) 
Apr. 22 
Strike ends (N) Apr. 29 
Bristol Tennessee Electric System - Small 
city distribution goes underground Ed Olson 
& others June 17 
Bristol Virginia Utilities Board - Small city 
distribution goes underground W.E. Rutherford 
& others June 17 
Brockton Edison Co. - Magnetic map aids 
dispatcher H.L. Swicegood Mar. 25 
Brown Boveri, Ltd. - Agreement with Allis- 
Chalmers (N) Apr. 8 
BPA dc ground-return test equipment let 
(N) Apr. 8 
Burns and Roe - Is nuclear power competitive? 
Dr. S. Baron (charts & tables) Apr. 1 


California Electric Power Co. - Merger with 
Southern California Edison proposed (N) 
Apr. 22 21 
Proposes 500-kv tie from Oregon (N) Jan. 21 16 
Carolina Power & Light Co. = Job-shop rigs 
solve testing problems Feb. 11 *128 
Silicone grease reduces insulator contamination 
P.B. Ross Jan. 28 *68 
Central Electricity Generating Board 
(Great Britain) - Better directed utility research 
called for (N) June 24 5 
Dry tower in operation (N) Jan. 28 *94 
One million kw in gas turbines scheduled 
(N) May 6 24 
Central Hudson Gas & Electric Corp. - Seeks 
option for pumped-storage Apr. 15 *24 
Central Illinois PS Co. - In-place tool bevels 
tube ends C.J. Thompson Feb. 11 *116 
Metal arms and fittings designed for 138-kv 
lines T.N. Cofer Apr. 8 *108 
To match area developers’ dollars (N) June 10 5 
Central Power & Light Co. + ‘Blinders’ avoid 
power swing tripping at 138 kv (N) May 13 *14 
Chance, A.B. Co. - Goabs tested to 115 kv (N) 
June 24 *28 
Load-break switch demonstrated (N ) Mar. 18 *26 
Cincinnati Gas & Electric Co. - As system load 
grows line-crew upgraded training becomes a 
must Robert Dyment June 3 *91 
Selective mail inserter (N) May 6 24 
City Public Service Board of San Antonio - Playing 
ball builds trainee confidence June 3 *100 
Cleveland Electric Illuminating Co. - How CEI 
classifies weather to reduce service outages 
J.J. Misic Jan. 21 20 
PERT schedules 345-kv substation engineering, 
construction Fitzgerald & Martin Feb. 4 *23 
Colorado-Ute Electric Assn. - Begins construc- 
tion on controversial steam plant (N) Apr. 8 
Colorado PUC approves controversial steam 
plant (N) Mar. 4 4 
Groundbreaking draws top Administration 
officials (N) Apr. 29 5 
Utilities charge Secretary Udall pressures 
PUC (N) Feb. 25 *71 
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Columbus and Southern Ohio Electric Co. - 
First lagging designed in aluminum encloses 
steam turbine generators J.E. Martin ... *98 
Hoisting tower spots 230-ton generator 
Feb. 11 o-see ¥104 
Semi-buried vault cuts underground cost 
L.E. Barwick June 17 *102 
Combustion Engineering Inc. - The Eddystone 
Story - Boiler performance verifies design 
premises Argersinger & Garrett Mar. 11 *96 
Bypass system channels vast energy flow 
Argersinger & Kistner Jr. Mar. 11 *102 
Control system proves concepts sound 
J.I. Argersinger & others Mar. 11 *107 
Heat exchangers contribute to cycle 
economy Coit & Brockel Mar. 11 *104 
Water treatment faces special problems 
R.C. Ulmer & others Mar. 11 *108 
TVA study finds 750-Mw A-plant economic 
(table) Mar. 18 ; 22 
Commonwealth Edison Co. - By-product heat 
from lighting will heat utility building May 6 94 
Coal rail rate to be cut in half for State 
Line plant Jan. 14 . 89 
Gas pipeline fights integral train rate (N) 
Mar. 4 
How utility fights isolated generation 
(N, table) Feb. 4 16 
Marina City - 64-story all-electric towers 
served with 12-kv risers Larson & Klapper 
Feb. 25 *75 
Mobile classrooms go all-electric in Chicago 
June 3 *142 
Tracks almost clear for coal unit trains (N) 
Mar. 11 20 
Unit trains cut coal costs to three plants 
E.C. Bailey (map) June 10 
Connecticut Yankee Atomic Power Co. - AEC 
approves design aid (N) May 27 5 
Haddam Neck site for nuclear plant suitable 
(N) Mar. 4 ; 6 
Consolidated Edison Co. - Considers getting 
power from Labrador (N) May 6 21 
Cornwall pump-storage equipment described 
(N) June 17 110 
Generator temperatures monitored by fail-safe 
system (N) Feb. 25 *116 
345-kv cable river crossing and expansion 
of Cornwall, N.W. pumped-storage project 
from 1,350-to 1,800 Mw announced (N) 
Jan. 28 24 
Vault rectifiers supply dc network from ac grid 
Turner & Colaiaco (charts) Feb. 11 *66 
Why Con Edison chose nuclear unit for 
Ravenswood plant (N) Mar. 25 69 
Consumers Power Co. - Mobile washer keeps 
fleets clean Minnich & Lash Jan. 28 *70 
Power pool for Michigan’s lower peninsula 
(N) Jan. 14 19 
Consumers Public Power District - Tool 
removes lock nuts quickly Lyle Mason Apr. 8 .. *120 
Cosden Petroleum Corp. - Taps 138-kv line for 
14-Mva refinery C.D. Wade Apr. 22 . 


Dairyland Power Cooperative - Allis-Chalmers 

to build all of LaCrosse atomic plant (N) 

Feb. 4 *30 
Dayton Power & Light Co. - Portable pump 

resolves oil servicing problem Ralph Kelly 

Mar. 25 *90 
Delaware Power & Light - Utility says ‘we give 

green stamps’ (N) Feb. 25 . 148 


Detroit Edison Co. - Cisler, Walker is man behind 
much of the US electric power aid abroad 
May 27 *14 
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Digital computer mated with analog for 
economic generation (N) Apr. 29 
‘Operation fireworks’ shows overhead contact 
hazards June 3 
Power pool for Michigan’s lower peninsula 
(N) Jan. 14 
Sealant repairs bunker linings J.K. Kelley 
Feb. 11 
Ttipod eases removal of debris Mar. 11 
“Zone selective system” protects 480-v 
station service Heagerty & Voyles (charts 
& tables) Apr. 8 
Diamonite Products Mfg. Co. - Purchases PLM 
cable spacer rights (N) June 3 
DowSmith - Open-loop insulator gives high 
strength W.T. Baker (charts & table ) Apr. 8 
Duke Power Co. - 46/26.6-kv distribution feeder 
serves on system Goble & Hall Mar. 18 
Insulation differential cuts tripouts 
R.M. Kimbrell May 6 
New single-meter residential electric rate 
(N) Apr. 8 
Prototype unispar insulators on 230-kv lines 
(N) Feb. 25 
Skimmer wall chooses best cooling water 
(map) May 6 
To ‘computer-automate’ two 350-Mw T/G’s 
(N) Jan. 14 
Duquesne Light Co. - Off-job safety plan earns 
on-job safety June 3 
Raises questions of law on on-site generation 


(N) Feb. 4 17 


Electric Power Board of Chattanooga - Eliminate 
transformer noise complaint May 6 
Simulated-hot 12-kv line for safety training 

K.S. Baxter June 3 
Transmitter reports feeder outages June 10 
Treatment program prolongs pole life 

Ken Baxter Mar. 11 
Work-routines may be simplified Apr. 8 

Electricite de France - Gas CB’s interrupt max 
power of Fontenay Lab (N) Jan. 7 

Elgin Joliet & Eastern RR - Commonwealth 
Edison coal unit trains (N) Mar. 11 
Fights integral train rate (N) Mar. 4 

Endevco Corp. = Tiny pickup gauges line 
vibration Tengwall & Fischer Jr. Apr. 22 

English Electric Co. - Awarded Reclamation’s 
‘Mile 18’ pump contract (N) June 3 
Dry tower in operation (N) Jan. 28 


Florida Power Corp. - Clamp-on hook increases 
ladder safety H.L. Bachelder June 3 
Sales reorganized to meet competition 
W.B. Shenk Mar. 18 *14 
Test booms and liners on regular schedule 
A.W. Shaver June 3 *109 
Florida Power & Light Co. - Ac-dc transducer 
aids telemetering L.M. Wood Jr. Feb. 11 
Digger removes stumps quickly, economically 
Richard Hoeller Feb. 25 
High-level lighting optimizes night operations 
Feb. 11 
Kwhr and kw telemetering combined 
L.M. Wood Jr. Mar. 25 
Special structure puts new line on limited 
ROW W.M. Klein May 20 
3-pole 240-kv frame saves space Ray Reit 
Apr. 29 
Transducer helps read voltage changes 
L.M. Wood Jr. Feb. 25 
Florida Public Utilities Cc ommission = Which 
one gets the load? - a regulator looks at 
regulation L.W. Petteway May 6 
Fort Loudoun Electric Cooperative - Computer 
develops design data for distribution system 
planning McWhorter Jr. & Gangwer Jan. 28 
Foster Wheeler Corp. - First of two large cooling 
towers completed (N) Apr. 1 


General Electric Co. - Autotune device aids 

cable testing R.E. Rockey Feb. 25 

Computer glossary available (N) Jan. 28 

Cornwall pump-storage equipment described 
(N) June 17 

Delivers record mobile transformer (N) Jan. 28 

Digital system totalizes demand for large 
customer P.B. Robinson & others Mar. 11 

15-kv cast-coil, dry-type transformers 
announced for high-rise apartments (N) 
Mar. 11 

15-utility fast breeder reactor project 
announced (N) Apr. 1 

14.4-kv vacuum recloser now in production 
(N) Apr. 8 

Implications of turbine pricing policy weighed 
June 24 

Impulse-oil transmission breaker dropped for 
ACB’s (N) Jan. 28 


Meters remotely read on 80-house loop 
G.O. Mietz & others (tables) May 6 
Mixed unit types can cut power cost 
Marsh & Landes (tables) Jan. 14 
New line of station arresters in pro- 
duction (N) Apr. 15 
New pad-mounted transformer announced 
(N) Mar. 18 
Pilot production of Hv synthetic insulators 
begins (N ) May 20 
Pole SPT breaks 17,000 amp (N) Jan. 21 *30 
Prototype unispar insulators on Duke Power’s 
230-kv lines (N) Feb. 25 *116 
Quits outdoor power switching equipment 
business (N) Mar. 25 23 
Ram-pack grout pads simplify T/G installation 
A.L. Kimball & others Jan. 14 *86 
700/765 kv to become IEC standard 
E.M. Hunter Jan. 21 
Sonic triangulation spots insulation failure 
(N) Feb. 25 
Steam separation reduces BWR size 
C.H. Robbins Mar. 25 
TVA awards 500-kv air-blast breaker 
contract (N) Apr. 15 
250-kv interrupter head for TVA’s 500-kv 
breaker (N) May 20 
V-strings cut EVH ac tower heights - IEEE 
General Meeting Feb. 18 
Wire and Cable Product Development 
Laboratory will be for product innovation 
(N) May 13 
“Zone selective system” protects 480-v 
station service Heagerty & Voyles (charts 
& tables) Apr. 8 
General Public Utilities System - FPC approves; 
construction begins on Yards Creek pumped- 
storage plant Ley & Liepe (map & table) 
June 17 
Georgia Power Co. - Build boom to handle 6-ton 
reels J.C. Cox Apr. 8 
Controls designed to boost generation 
efficiency at Jack McDonough plant 
Stephens Jr. & Albright May 6 
Job-fabricated mobile-reel-stands aid wire 
stringing J.C. Cox Apr. 8 
LTC triggers capacitor switching 
J.D. Huddleston III Jan. 21 
Meter locking devices stop unauthorized use 
of service A.C. Scott May 6 
Recator coil saves substation space 
G.M. Carter May 6 
70-ft boom raises steel H-frames J.C. Cox 
Apr. 8 *112 
Support arms during sagging J.C. Cox Apr. 8 ..*115 
Upswept arms help 110-kv line appearance 
W.C. Currence Apr. 8 *114 
Gibbs & Hill - Railroad overbuild changed to 
138 kv on same arms Beers & Jaboolian 
June 17 *95 
Golden Valley Electric Assn., Inc. - Helicopter 
acts as aerial snowplow R.L. Hufman Feb. 25 *82 
Goodyear Chemical Co. - Plastic conduit cuts 
underground costs (N) June 17 *108 
Graver Water Conditioning Co. - The Eddystone 
Story - Wate: treatment faces special problems 
V.J. Calise & others Mar. 11 *108 
Gulf States Utilities Co. - Baton Rouge Div. 
rings up five million accident-free man-hr 
June 3 *106 
Contract crews cut plant maintenance costs 
Kluttz & Reich Feb. 11 *108 
H-frame poles anchored to prevent uplift 
Feb. 25 *113 
Marsh hampers line construction of Sabine 
Station June 3 *56 
Platform aids breaker maintenance Jan. 28 *69 
Sabine Station sited to double planned 
capacity R.J. West & others Feb. 11 *62 
Sign protects patrol car drivers Feb. 11 *134 
Sketches made with typewriter L.C. Guthrie 
June 3 *58 
Three remedies stop squirrels R.E. Deaton 
Feb. 11 


Hagan Chemicals & Controls, Inc. - Westinghouse 

buys process controls business (N) May 6 ..... 81 
Hartford Electric Light Co. - Cards punched via 

phone link J.F. Saunders Jan. 7 *24 

Guide aids fault-protection design Feb. ‘4 r. 26 
Hawaiian Electric Co. - Survey finds 138-kv 

grounding switches seldom used solely for 

line safety Richardson Jr. & Smith (table) 

Apr. 8 Shihan nacre, 
Held alee ‘Inc. - Portable hv-test sticks 

must satisfy safety rules June 17 ag 
Honeywell Electronic Data Processing - Com- 

puter locates rail shipments in seconds (N) 

June 24 *28 
Houston Lighting & Power Co. - 448-Mva trans- 

former to serve NASA (N) June 17 oo... *108 
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Hubbard and Co. - To market new anchor (N) 
June 3 ic tein toececchcenans cane te 
Hughes Brothers, Inc. - Metal-wood towers carry 

230-kv over Rockies G.C. Farnsworth & others 

FOR. FD vscisese Ss eee 
Hydro Electric Power Comm. of Ontario - Buys 

200 Alcan guyed towers (N) Feb. 18 .. 

How Ontario Hydro builds 500-kv transmission 

H.P. Smith & others (map) Jan. 7 

Hydro-Quebec - Design program reduces cost of 

compact, flexible, urban substation S.M. 

Giroux May 20 


Idaho Power Co. - 570-mile 230-kv line 
announced (N) Apr. 22 
International General Electric Co. - "Japan. power 
plants to be US equipped (N) May 20 *125 
International Utilities, Inc. - Proposes 500-kv ac 
or 750-kv dc line from the Columbia to Los 
Angeles (N) Jan. 21 “ae 16 
Iowa Electric L & P - Oil. heating customer 
converted to electric (N) Mar. 25 St an 
I-T-E Circuit Breaker Co. - EHV air-switch on 
2nd year of tests (N) May 27 


EHV Seminar tours US (N) Jan. 14 


Jersey Central Power & Light Co. - FPC ap- 
proves; construction begins on Yards Creek 
pumped-storage plant Ley & Liepe (map & 
table) June 17... 


Kaiser Aluminum & Chemical Corp. - Will supply 
550-kv dc BPA line conductor (N) Jan. 28 

Kansas Power & Light Co. - Outdoor lights get 
quick acceptance Apr. 8 : 

Kenrich-Meredith Corp. - Safety device protects 
against pool hazards (N) June 3 ; 

Kentucky Utilities - Dix Dam - TV helps ‘control 
hydro plant Mar. 4 ‘ 

Koontz-Wagner Electric Co. - Wire handling 
problems eased Apr. 8 

Kuijan Corp. - Station operation demonstrates 
gains due to single-shell multiple heaters 
F.P. Mitmer Jr. June 3 


Lapp Insulator Co. Inc. - Mates Line Post insu- 
lators with Preform’s supports (N) Apr. 1 .... 
Withstand broken-conductor tests Saddock & 

Corey June 3 

Leeds & Northrup Co. - Data diopetes her links 
PJM, CANUSE and ISG (N) Jan. 28 ..... 
Digital computer mated with analog for 

economic generation (N) Apr. 29 ooo... 
The Eddystone Story - Control system prov es 
concepts sound J.H. Daniels & others 

Mar. 11 ....... wip 
Liberty Mutual Insurance Co. - Accidentally 
energized line wires should not cause 
personnel injury A.L. Dowden June 3 

Long Island Lighting Co. - End-of-the-line 
generation firms up existing, postpones new 
transmission Davidson & Burns (map) June 24 
Portable grounding leads, clamps tested at 

20,000 amp for 30 cycles Michael Neam 
a 

Los Angeles Dept. of Water and Power - Con- 
tract let for atomic plant (N) Mar. 11 . 

Faces hurdles in getting better gas source 
er 
Pole guard protects against ‘shock June 3 3 
Louisiana Power & Light Co. - Epoxyglass- 
porcelain insulator tried H.L. Deloney May 20 
Heat exchanger ups transformer capacity 35% 
Deloney & Renberg Feb. 25 ... 

Meters remotely read on 80-house loop Jack 
Davey & others (tables) May 6 

Net makes boiler inspection easier, safer 
Tregre & Cerise June 3 


Maintenance Co. - Emergency lighting system 
developed (N) June 3 ........ ’ 
McGraw Edison Co, - Heat exchanger ups ‘trans- 
former capacity 35% Deloney & Renberg 
Feb. 25 ... cai 
Pennsylvania Transformer Div. “expands at 
Canonsburg (N) Feb. 11 ...... 
Semi-buried vault cuts underground cost L.E. 
Barwick June 17 
McWhorter and Franklin, Engineers - Computer 
develops design data for distribution system 
planning McWhorter Jr. & Gangwer Jan. 28 
Memphis Light Gas & Water Div. - Stop corona 
cutting of line hose June 3 , 
Minneapolis-Honeywell Regulator Co. - Ex x- 
ploding furnace — safety tour (N) 
Apr. 8 . shales 





Minnesota Power & Light Co. - As system load 
grows line-crew upgraded training becomes a 
must Robert Dyment June 3 .. 

Joint investor-co-op nuclear project proposed 
(N) Feb. 11 ’ 

Mississippi Power & L ight ‘Co. - Armless poles 
improve distribution appearance Smith & 
Leonard Mar. 11. ? si 

Moloney Electric Co. - 448-Mva transformer to 
serve NASA (N) June 17.. ‘ 

Monongahela Power Co. - Chemical 1 weed killers 
bring better R-O-W maintenance S.S. Russell 
Apr. 8 .. ‘ 

Utility maintains Slow T ‘& D expen nse in rugged 
terrain Crooks & Summers (chart) Apr. 22.... 

Utility office converts to electric heat E.A. 
Johnson Jan. 28 ..... 

Montana-Dakota Utilities Co. - New rubbe: goods 
test set-up brings five benefits Paul —— 
Apt. 8 ..... 

Montana Power Co. - '570- mile 230-kv ‘line an- 
nounced (N) Apr. 22 

Moser-Glaser & Co. - Pre-insulated bus bars 
save space Alfred Imhof Feb. 11.. . * 

Municipal Public Utilities - Small co mputer ‘ful- 
fills small utility’s study need G.K. Weir 


Natural Gas Co. of America - Gas pipeline fights 
integral train rate (N) Mar. 4 
Natural Gas Pipeline Co. - Commonwealth 
Edison coal unit trains (N) Mar. 11 ; 
Nebraska Public Power System - Motor hook | 
eases large rotor handling O.H. Brand Apr. 8 
Nesbitt, John J. Inc. - Japan power plants to be 
US equipped (N) May 20 
Nevada Power Corp. - Amargosa - who will, 
serve? (N) Jan. 28 
Amargosa Valley Electric Co-op denied 
hearing in California (N) Feb. 18 : 
Diesel peaking plants purchased (N) May 6. 
New Jersey Power & Light Co. - FPC approves; 
construction begins on Yards Creek pumped- 
storage plant Ley & Liepe (map & table) 
June 17 .... wicikcaa 
New Orleans Public Service, Inc. - Bucket- 
crane simplifies conductoring 98-ft. hi-line 
S.L. Fontenot Jan. 28 
Design distribution neutrals for circuit fault 
coaditions J.P. Lozes Jan. 14 .............. 
Precision sharpen gaffs automatically S. L. 
Fontenot Feb. 11 a 
Totalizer metering summarizes demands | 
Jerry Trauth Feb. 11 
Newport News Shipbuilding & Dry Dock Co. - 
Coolant flow control boosts _— efficiency 
Summer & Benson Apr. 15...... 
Niagara Mohawk Power - 345-kv river span 
crumples in storm (N) Jan. 7-4, Jan. 14 
Northern States Power Co. - Announces EHV 
network (N) Feb. 4........ 
Rate reductions (N) Jan. 14 : 
Utility plans all-electric building (N) Jan. 7 


Ohio Brass Co. - Introduces new line of station 
arresters (N) Feb. 18 ... 2 
Keystone engineers tour lab \) Apr. 29 
New design improves arrester response A.G. 

Yost June 3 

Ohio Power see under AEP 

Oklahoma G & E Co. - Antitrust damage settle- 
ments (N) Feb. 4 

The Okonite Co. - Detector spots corona in in 
sulation Eigen & Gothberg June 17 

Omaha Public Utility District - Not new, but 
hard hats are a must June 3 

Opinion Research Corp. - Public opinion 
Swinging to investor owned (charts & tables) 
June 24 

Otter Tail Power Co. 
line patrol June 17 


- Use rugged scooter for 


Pacific Gas & Electric Co. - EHV line proposed 
from Round Butte to tie in at Oregon-Calif. 
border (N) Feb. 4 
Maps $2.4-billion G & T future (N, map, table) 
Mar. 11 

Meet ‘Resusci- Anne’ Raymond White Sune 3 

Plans 1,200 miles of EHV, 500-kv and above 
(N) Mar. 4 

Proposes 500-kv tie from Oregon (N) Jan. 1 . 

Relay protects floating neutral capacitors 
Keezer & Downing, Jr. Mar. 11 : 

Resumes work on controversial 220-kv line 
(N) May 20 

Steel-pole work practices set Apr. 22 : 

Tells why it considers dc intertie too risky 
(N) June 24 

Udall os to proposed — Bay plant 
(N) June 3 
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*54 


V-strings cut EHV ac tower heights - IEEE 
General Meeting Feb. 18 
West Coast dc line too risky to connect to, 
company says (N) June 17 
Pacific Northwest Power Co. - High Mountain 
Sheep-Nez Perce battle goes into final round 
(N) May 27 ...... 


Interior charges FPC ruling i in favor of PNP | 


on High Mountain Sheep erroneous (N) 
Feb. 25 ...... 
Pacific Power & Light Co. - 570-mile 230-kv 
line announced (N) Apr. 22 . ; ae 
Pennsylvania Electric Co. - Digital system 
totalizes demand for large customer H.D. 
Rohde & others Mar. 11 


Pennsylvania P & L Co. - Refused new ‘50-yr. ~ 


license for Holtwood Dam (N) Mar. 25 ... 
Pennsylvania State University - New know-how 


24 


cuts auto accidents Prof. A.E. Neyhart Apr. 8 *116 


Photo microscope analyzes coal Feb. 11 


Philadelphia Electric Co. - Coilable plastic duct 


proves ability to protect cable J.E. Johnson 
(tables) Mar. 25 .... siamlcicekdseetueamensenpesiaieniecan 
The Eddystone Story: Unit 1 extends power 
plant technology - report R.G. Rincliffe & 
others Mar. I'1 ‘ ’ 
Eddystone I sets proud record for power 
generation (Ed) Mar. 11. 
Quasi-cartridge for load survey recorders 
C.A. Heintz Feb. 11 ........... 
Safety margins increased with synthetic _ 
ladders June 3 
Pitman Manufacturing Co. - "New lift and digger- 
derrick announced (N) Mar. 25......... a 
PLM Products, Inc. - Diamonite purchases cable 
spacer rights (N) June 3 
Polymer Process, Inc. 
patented (N) June 3 


Portland General E lectric Co. - - Good public. . 


relations again pays off (Ed) Feb. 18 . 


Proposes EHV line from Round Butte to tie in 


at Oregon-Calif. border (N) Feb. 4 
Public views Round Butte hydro construction 
Jan. ‘ pnaieten 
Potomac E ineame Power Co. - Dishwasher 
cleans, reclaims meter cover Feb. 11 
Power Authority of the State of N.Y. - Communi- 
cation systems dominate PEA operators’ 
discussions (maps) Feb. 11 
Icy Niagara hits from behind (N) Feb. 25 
Pratt and Whitney Aircraft - Jet units can take 
various shapes T.R. Wheaton Jan. 7 ...... 
Preformed Line Products Co. - Lapp mates Line 
Post insulators with Preform’s supports (N) 
Agte’ sic . 
Public Service ‘Co. “of Colorado - - Announced 
pumped storage project (N) Mar. 18 .... 
Film urges political action (N) June 24 
Metal-wood towers carry 230-kv over Rockies 
G.C. Farnsworth & others Feb. 25.... 
RMEL hears Colorado pumped-storage details 
(N, chart) May 20 . 
Seeks license for pumped storage in Rockies 
Apr. 15 ae 
Thirty mile of line patrolled \ via rail Feb. lL 
Public Service Co. of Indiana - Prefab structure 
cuts erection costs Apr. 22 


Public Service of New Mexico - New Mexico pool 


ties in with Pacific Southwest (N) June 24 

Public Service Co. of Oklahoma - Operations 
center streamlines trouble ere Wilson 
& Baker Feb. 11 ........ 

Public Service Electric & Gas Co. - Detector 
spots corona in insulation Eigen & ee 
June 17 : 

FPC approves: construction begins on Yards 
Creek pumped-storage plant Ley & Liepe 
(map & table) June 17 : 

GE delivers record mobile transformer (N)_ 
Jan. 28 .. 

Puget Sound Power &L ‘ight Co. - Aerial photo- 
graphy aids in snow survey Apr. 8 ....... _ 
Grid grounds 30,000-amp faults at Talbot ‘Hill 

station E.A. Stroberg Feb. 4. 


Radio Corp. of America - Optical scanner mated 
to RCA 301 computer (N) Mar. 11 L 
Revere Copper and Brass Inc. - Japan power 
plants to be US equipped (N) May 20 . 
Reynolds Metals Co. - First lagging designed in 
aluminum J.E. Martin Feb. 11 ; 
Rochester Gas & Electric Corp. - Withstand 
broken-conductor tests Saddock & Corey 
June 3 


S & C Electric Co. - Builds vest-pocket weather 
kit (N) Apr. 22 . 

Sacramento Municipal Utility District - Pre-as- 
sembly of line material improves crew 
efficiency R. F. Eggers Mar. 25 


(Ed) Editorial. *Illustrated. (N) News. (R) Reference Sheet. 


- Insulation method 


*68 


*88 


-.-*87-110 


71 


*94 


*98 


*62 


*70 


-- *126 


93 


24 
124 
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*96 


*105 


*92 
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*108 
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Salt River Agri-Improvment & Power District - 
Installs solid state microwave system Layton 
& Chalmers Mar. 4 
Salt River Project voted tax alternative (N) 


San Diego G & E Co. - Contract let for atomic 
plant (N) Mar. 11 
Proposes 500-kv tie from Oregon (N) Jan. 21 .. 
Signs contract for 395-Mw (gross) nuclear 

power plant (N) Jan. 28 

Sangamo Electric Co. - Meter register made 
unidirectional (N) June 3 
Relay protects floating neutral capacitors 


Keezer & Downing Jr. Mar. 11 

Screw & Bolt Corp. of America - New bolt uses 
epoxy resin as self-lock (N) Apr. 22 

Seattle City Light - Boundary Dam Excavation 
project - outside view of an inside job (N) 
May 13 

Sierra Pacific Power - First federal right- 
permit incorporating new limitations received 
(N) Apr. 8 

Simplex Wire & Cable Co. - Polyethylene prom- 
ises improved HV cable G.J. Crowdes (chart 
& tables) Mar. 11 

Skyline Plastic Pipe, Inc. - Plastic conduit cuts 
underground costs (N) Jume 17 ........... c0- csceseee ‘ 

South Carolina Electric & Gas Co. - Coolant 
flow control boosts plant efficiency Summer & 
Benson Apr. 15 
Utility, developer combine in quality project 


*108 


South Central Electric Companies: - Companies, 
TVA unveil plans for ties that will save $7.5 
million a year (N, tables, maps) Apr. 8 

Southern California Edison Co. - Alamitos 
station boiler exploded during light-off, 
utility says (N) June 10 
Amargosa - who will serve? (N) Jan. 28 
Amargosa Valley Electric Co-Op denied 

hearing in Califomia (N) Feb. 18 
Amargosa Valley Co-op wins delay on PUC 
decision assigning service area to 
Southern Calif. Ed. (N) Jan. 7 .00........ceeee as 
California PUC rejects $2.9 million rate 
reduction request (N) May 27 
Contract let for atomic plant (N) Mar. 11 
Faces hurdles in getting better gas source 


First of two large cooling towers completed 


Interset towers permit bundling H.D. Fischer 
Jr. Mar. 25 
Proposes 500-kv tie from Oregon (N) Jan. 21 .. 
Proposes merger with California Electric 
Power (N) Apr. 22 . 
Signs contract for 395-Mw ae nucl< 
power plant (N) Jan. 28.. 
Tiny pickup gauges line vibrs 
Fischer Jr. Apr. 22 
US Supreme Court tc zeview case which held 
FPC could not regulate sale of power to 
Colton, Calif. (N) Apr. 8 
Will open a “Hall of Electricity” (N) June 3.... 
Southwest Atomic Energy Associates - 15-utility 
fast breeder reactor project announced (N) 
Apr. 1 
Southwestern Public Service Co. - Boom on trac- 
tor handles transformers Richard Benesch 


.on Tengwall & 
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Gas turbine fills pea king-standby need 
E.W. Robinson May 20 

Jumper stops failure of oil switch control 
circuits $.R. Hunter Feb. 11 ..................0.00 ‘ 

Load-break tool opens 69-kv jumpers Sam 
Hunter May 6 

Local bushing repair saves $12,000 Owen 
Miller May 20.. 

Portable oil filter serves s 45 Stations Esler & 
DC POR BG cssccesnisiccccscnsscrnetnnesecsnntintionsenns : 

36-point list checks cutouts R.F. McClure 
June 3 .. 

Tray eases recorder maintenance H.R. Ochs 


*82 


Stearns-Roger Corp. - - Furnace burns poor, wet 
coal Munro & Parce Apr. 1 

Sterling Varnish Co. - New lab tests methods of 
eliminating hv equipment corona (N) May 27 .. 

Stone & Webster Engineering Co. - Grid grounds 
30,000-amp faults E.A. Stroberg Feb. 4 .. 
Sabine Station sited to double planned 

capacity R.J. West & others Feb. 11 

Sverdrup & Parcel & Associates Inc. - Bus 

damping found necessary to overcome aeolian 


action at new substation S.J. Schwarz June 24 *19 


Tacoma City Light - Use wax to paste-up lithos 
Feb. 11 

Tacoma Utility Board - Toys with identical-bid 
policy (N) Mar. 18 sesetedaaes 5 


*124 
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Tampa Electric Co. - Compact transformer saves 
vault rebuild Harry Horter Feb. 1i *70 
Poor soil prompts special foundation design 


J.M. Bryant Mar. 11 *115 
Rebuilds H-frames for 230-kv June 24 *23 
Settles damages with manufacturers (N) 

May 13 5 
Upgrade distribution to boost trailer loads 

May 6 *94 

Tele-E-Lect Products, Inc. - New line of pole- 

line equipment announced (N) Feb. 11 *73 
Terminal Railroad Association - Computer locates 

rail shipments in seconds (N) June 24 *28 
Toledo Edison Co. - Mocked up hazards 

encourage constant safety awareness L.E. 

Olmstead June 3 *104 
Trans Western Transport - Rig moves 262-ton 

stator 12 miles June 17 *98 
Union Electric Co. - Aerial cables offer reliabil- 

ity in corrosive area Withers & Schreiber 

Feb. 11 *102 


Delta towers carry long spans at Taum Sauk 

project Mar. 4 *16 
Performance monitor shapes decision about 

future digital computer Bryan & Cross 


Apr. 29 *24 
Union Pacific Railroad - Studies coal-oil 
pipeline (N) May 27 4 


United Illuminating Co. - Railroad overbuild 
changed to 138 kv on same arms Beers & 
Jaboolian June 17 *95 
United States Steel Corp. - “What pric e ‘main- 
tenance-free’ structures? J.C. Pohlman 
(charts) Mar. 25 *72 
Utah P & L Co. - Colorado-Ute plant - utilities 
charge Sec. Udall pressures PUC (N) Feb. 25 *71 
Crane-lift simplifies pole replacement Mar. 11 *85 
570-mile 230-kv line announced (N) Apr. 22 21 
Fluorescents in, arcs out on main street J.H. 


Shaw Mar. 11 *135 


Varicom International, Inc. 
action (N) June 24 ; 
Virginia Electric & Power Co. 
IEEE talks May 13 
Go-slow training policy produces safe 15-kv 
glove work W.W. Faust June 3 
H-frame line has uncoated steel arms D.N. 
Rice Jan. 14 
PERT schedules lines, substations with or 
without computer’s use R.L. Walker Jr. 
Mar. 25 
The VEPCO project deserves vigorous indus- 
try support (Ed) June 24 


- Film urges political 


- EHV dominates 


Wagner Electric Corp. - New transformer plant in 
partial operation (N) June 3 
Washington Public Power Supply System - High 
Mountain Sheep-Nez Perce battle goes into 
final round (N) May 27 
Washington Water Power Co. - ‘Ball-socket’ alu- 
minum guyed-V towers for 230-kv (N) June 10 
570-mile 230-kv line announced (N) Apr. 22 
West Penn Power Co. - Communication systems 
dominate PEA operators’ discussions (maps) 
Feb. 11 ‘ 
New LP blading improves turbines Mycoff & 
Reynolds (tables) Apr. 22 
Strike continues (N) May 20 
Strike ends (N) Jun? 10 
Weld-rod doubles as safety hat rack Louis 
Cavic Feb. 11 
Western Colorado Power Co. - Colorado-Ute 
plant - utilities charge Sec. Udall pressures 
PUC (N) Feb. 25 , 
Westinghouse Electric Corp. - Buys Hagan 
process controls business (N) May 6 
Contracts for two major atomic plants (N) 
Mar. 11 


*14 
*16 
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*120 


The Eddystone Story - Heat exchangers 
contribute to cycle economy Coit & Brockel 


Mar. 11 ‘ *104 
Lab increases capacity for EHV power tests 
(N) Jan. 14 . *90 
Monteith receives IE EE’s E dison Medal (N) 
Feb. 11. "35 
New LP blading improves turbines My coff & 
Reynolds (tables) Apr. 22 *76 
New techniques for measuring conducted RI 
on EHV lines Feb. 11 . *120 
Settles antitrust damages with gov ernment (N) 
June 3...... 24 
Signs contract for 395- Mw (gross) nuclear 
power plant (N) Jan. 28 25 
Switching-surge tests yield EHV design data 
McElroy & Smith Jan. 14..... *72 
IVA study finds 750-Mw A-plant economic 
(table) Mar. 18 22 
Turbine-generator unit leads heat-rate parade 
R.B. Williamson Mar. 11 *98 
Vault rectifiers supply dc network from ac 
grid Turner & Colaiaco (charts) Feb. 11 *66 
Wisconsin Electric Power - Strike (N) Feb. 25-23, 
Mar. 4 4 
Wisconsin-Michigan Power Co. - Heat pump goes 
in Wisconsin school Feb. 11 *151 
Wisconsin Public Service Corp. - Dry power + 
damp cloth clean insulators Thomas Evans 
Apr. 8 .. *122 
Magnifier helps read cherts Edward Hahn 
Apr. 8 *135 
Splice cap insulator ‘safeties’ hot service 
Oliver Schmeisser Apr. 8 *138 
Worthington Corp. - Ships first of Alco product 
line (N) Mar. 25 *101 
ZEZ (Electric Heating Equipment Co.) - Piston 
acts as variable core for controller Jan. 14 *23 


AUTHOR INDEX 


Albright, R.S. & W.M. Stephens Jr.: Controls 

de Signe 2>d to boost generation efficiency May 6 *68 
Angell, Paul: New rubber goods test set-up 

bein gs five benefits Apr. 8 *128 
Argersinger, J.1. & G.}]. Garrett: The Eddystone 

Story - Boiler performance verifies design 

premises Mar. 11 a *96 
Argersinger, J.1. & E.C. Kistner Jr.: The 

Eddystone Story - Bypass system channels 


vast energy flow Mar. 11 *102 
Argersinger, ].I. & others: The Eddystone Story - 
‘ Control system proves concepts sound Mar. 11 *107 


Bachelder, H.L.: Clamp-on hook increases ladder 


safety June 3 *90 
Bailey, Eugene C.: Unit trains cut coal costs to 

three plants June 10 *20 
Baker, John & A.R. Wilson: Operations center 

streamlines trouble dispatching Feb. 11 *96 
Baker, William T.: Open-loop insulator gives 


“77 


high strength Apr. 8 77 
Barnhouse, A.O.: Mount transformer on trans- 

mission pole June 3 *98 
Baron, Dr. S.: Is nuclear power competitive? 

Apr. 1 24 


Barwick, L.E.: Semi-buried vault cuts under- 


ground cost June 17 *102 
Baxter, K.S.: Simulated-hot 12-kv line for safety 
training June 3 *103 


Treatment program prolongs pole life Mar. 11 *84 
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Beers, G.M. & E. Jaboolian: Railroad overbuild 
changed to 138 kv on same arms June 17 

Benesch, Richard: Boom on tractor handles 
transformers June 3 salad 

Benson, D.B. & V.C. Summer: Coolant flow con- 
trol boosts plant efficiency Apr. 15 

Brand, O.H.: Motor hook eases large rotor 
handling Apr. 8 ; 

Brockel, W.E. & R.L. Coit: The Eddystone Story 
- Heat exchangers contribute to cycle 
economy Mar. 11........ 

Brudenell, R.N. & J.H. Gilbreath: Computer aids 
hydro-steam dispatching May 13. 


Bryan, J.K. & R.V. Cross: 
shapes decision about future digital computer 
Apr. 29 i 

Bryant, James M.: Poor soil prompts special 


ara design Mar. 11 

Burns, W.J. & J.-L. Davidson End-of-the-line 
a ainaien firms up existing, postpones new 
transmission June 24 


C 


Calise, V.]. & others: The Eddystone Story - 
Water treatment faces special problems 
Mar. 11 

Campbell, C.A. & others: Meters remotely read 
on 80-house loop May 6 ...... 

Caprara, C. & others: The Eddystone Story - 
Water treatment faces special problems 
Mar. 11 

Carter, G.M.: Reactor coil saves substation 
space May 6 

Cassan, J.G. & others 
500-kv transmission Jan. 7 

Cavic, Louis: Weld-rod doubles as safety hat 
rack Feb. 11 
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Performance monitor 


How Ontario Hydro builds 


*104 


*24 


*20 


*134 


Cerise, C.A. & E.W. Tregre: Net makes boiler 
inspection easier, safer June 3 *87 
Chalmers, S.M. & F.W. Layton: Salt River Pro- 
ject installs solid state microwave system 
Mar. 4 *20 


Cofer, T.N.: Metal arms and fittings designed 
for 138-kv lines Apr. 8 *108 
Coit, R.L. & W.E. Brockel: The Eddystone Story 
~- Heat exchangers contribute to cycle 
economy Mar. 11 ; *104 
Colaiaco, A.P. & O.C. Turner: Vault rectifiers 
supply dc network from ac grid Feb. 11 *66 
Cook, Donald C.: Tax changes can spur energy 
sales Apr. 15 *39 
Corey, Charles & Harry Saddock: Withstand 
broken-conductor tests June 3 *49 
‘ox, J.C.: Build boom to handle 6-ton re els 
Apr. 8 ; *115 
Job-fabricated mobile-reel-stands aid wire 
Stringing Apr. 8 *112 
70-ft. boom raises steel H-frames Apr. 8 *112 
Support arms during wire sagging Apr. 8 *115 


Crooks, J.S. & E.S. Summers: Utility maintains 
low T & D expense in rugged terrain Apr. 22 *78 
Cross, R.V. & J.K. Bryan: Performance monitor 
shapes decision about future digital computer 


Apr. 29 7 tiie “ae 
Crowdes, G.J.: Polyethylene promises improved 
HV cable Mar. 11...... *76 


Currence, Wilburn C.: Upswept arms help 110- kv 


line appearance Apr. 8 *114 
D 
Damon, John D.: Commercial cooking survey 
Apr. 22 _ a eae) ae 





Daniels, J.H. & others: The Eddystone Story - 
Control system proves concepts sound Mar. 11 *107 
Davey, Jack & others: Meters remotely read on 
80-house loop May 6 
Davidson, J.L. & W.J. Burns: End-of-the-line 
generation firms up existing, postpones new 
transmission June 24 fs 
Deaton, R.E.: Three remedies stop squirrels 
Feb. 11 
Deloney, H.L.: 
tried May 20 
Deloney, H.L. & W.W. Renberg: Heat exchanger 
ups transformer capacity 35% Feb. 25 
Dowden, Alfred L.: Accidentally energized line 
wires should not cause personne! injury 
June 3... 
Downing, W.C. Jr. & D.C. Keezer: Relay pro- 
tects floating neutral capacitors Mar. 11 
Dyment, Robert: As system load grows line-crew 
upgraded training becomes a must June 3 
Dyson, Glenn & W.R. Esler: Portable oil filter 
serves 45 stations Feb. 25 


Epoxyglass-porcelain insulator 


Eggers, Ray F.: Pre-assembly of line material 
improves crew efficiency Mar. 25 

Eigen, David & A.W. Gothberg: Detector spots 
corona in insulation June 17. : 

Esler, W.R. & Glenn Dyson a oil filter 
serves 45 stations Feb. 

Evans, Thomas: Dry cae + damp c loth = clee 
insulators Apr. 8 


Farnsworth, G.C. & others: Metal-wood towers 
carry 230-kv over Rockies Feb. 25 ... . *80 
Faust, William W.: Go-slow training policy 
produces safe 15-kv glove work June 3 ............ *84 
Felsen, W.L.: 8th nuclear report May 20................ 105 
Fischer, H.D. Jr.: Interset towers permit bundling 
Mer. 25 ..... Abiidiaiminaiapmennpidiintis 
Fischer, Harry D. Jr. & Roger Tengwall: Tiny 
pickup gauges line vibration Apr. 22 . 
Fitzgerald, J.P. & P.P. Martin: PERT schedules 
345-kv substation engineering, construction 
Feb. 4 ..... *23 
Fontenot, S.L. ‘Buc ket-crane ‘simplifies conduc- 
ductoring 98-ft. hi-line Jan. 28 . : *68 
Precision sharpen gaffs automatically "Feb. se *132 
Foster, E. Barrett & others: Small city distribu- 
tion goes underground June 17 ............. a 


Gangwer, H.G. & A.D. McWhorter Jr.: Computer 
develops design data for distribution system 
planning Jan. 28 *66 

Garrett, G.J. & J.1. Argersinger: The Eddy stone 
Story - Boiler performance verifies design 
premises Mar. 11 , *96 

Gerwin, E.F. & others: The Eddystone Story - 

Alloy piping, welds prove adequate Mar. 11 .... *101 

Gilbreath, J.H. & R.N. Brudenell: Computer aids 
hydro-steam dispatching May 13 ............. *24 

Giroux, S.. Marcel: Design program reduces cost 
of compact, flexible, urban substation May 20 *100 

Goble, Ray & Cecil Hall: 46/26.6-kv distribution 
feeder serves on Duke Power system Mar. 18 *20 

Green, Arthur T.: Our concepts of standards are 
changing (Ed) Feb. 4 15 

Gothberg, A.W. & David Eigen: Detector spots 
corona in insulation June 17 = 

Guthrie, L.C.: Sketches made with typewriter 
June 3 Ketsineitie “ 


Hahn, Edward: Magnifier helps read charts Apr. 8 *135 
Hall, Cecil & Ray Goble: 46/26.6-kv distribution 
feeder serves on Duke Power system Mar. 18 *20 
Hankins, J.L.: The Eddystone Story 
Results prove unit’s record performance 
EN ceesstiotranenenast nidulans. ae 


Procedures developed for 5,000-psi, 1,200F 
unit operation Mar. 11 .... se 

Hasenzahl, E.L.: Portable hv-test sticks must 

satisfy safety rules June 17 
Heagerty, J.J. & J.L. Voyles: New selective 

system protects 480-v station service Apr. 8 
Heintz, Charles A.: Quasi-cartridge for load 

survey recorders Feb. 11 ..... *126 
Hoeller, Richard: Digger removes stumps # quickly, 

economically Feb. 25 ... i 
Horter, Harry: Compact transformer saves vault 

rebuild Feb. 11......... 
Huddleston, James D. III: 

switching Jan. 21 
Huff, James R.: Soft-toned alarm alerts dispatcher 

Apr. 8 ....... sania lavuamdaaitieaniins decnciig: 
Hufman, Robert L.: Helicopter acts as aerial 

snowplow Feb. 25: siehiat.. 
Hunter, E.M.: 700/765-kv to become IEC 

standard Jan. 21 , = 
Hunter, Sam.R.: Jumper stops failure of oil 

switch control circuits Feb. 11 *130 

Load-break tool opens 69-kv jumpers May 6 *71 


LTC triggers capacitor 


Imhof, Alfred: Pre-insulated bus bars save space 
Feb. 11 ... cnisenteeabenon 2 - 


Jaboolian, E. & G.M. Beers: Railroad overbuild 

changed to 138-kv on same arms June 17.. *95 
Johnson, E.A.: Utility office converts to electric 

heat Jan. 28 *116 
Johnson, J.E.: Coilable plastic duct proves 

ability to protect cable Mar. 25 cts *88 


Keezer, D.C. & W.C. Downing Jr.: Relay pro- 

tects floating neutral capacitors Mar. 11 
Kelley, J.K.: Sealant repairs bunker linings 

Feb. 11 
Kelly, Ralph: Portable pump resolves oil 

servicing problem Mar. 25..... a 
Kernkamp, T.R.: The Eddystone Story - Boiler 

feed pumps handle 6,490 psi Mar. 11 *106 
Kimball, A.L. & others: Ram-pack grout pads 

simplify 7 G installation Jan. 14... ; *86 
Kimbrell, : Insulation differential cuts 

tripouts ite 6 wen *66 
Kistner, E.C. Jr. & J. I. Argersinger: The 

Eddystone Story - Bypass system channels 

vast energy flow Mar. 11.. . *102 
Kistner, E.C. Jr. & J.B. Mochel: The ‘Eddy stone 

Story - Advanced steam cycle maps route to 

future fuel savings Mar. 11........ *88 
Kistner, E.C. Jr. & others: The Eddy stone Story 

- Control system proves concepts sound 

Mar. 111 ...... saniiaanneaniiine 3 .- *107 
Klapper, D.B. & N. Cc. Larson: 64-story all- 

electric towers served with 12-kv risers 

Feb. 25 . e .. 7 
Klein, W.M.: Special structure puts new line on 

limited ROW May 20.. ccvees “208 
Kluttz, H.A. & J.A. Reich: Contract crews ‘cut 

plant maintenance costs Feb. 11 tenia: “a 
Knable, A.H.: Simplify oc relay data for 

computers May 27................. eneielbiaiin aes *20 


Lamm, Dr. Uno: What is place of HVDC trans- 
mission in today’s power systems? May 20 
Landes, I.H. & W.D. Marsh: Mixed unit types can 
cut power costs Jan. 14 ...... ween 

Larson, N.G. & D.B. Klapper: ‘64- story all- 
electric towers served with 12-kv risers 
Feb. 25 ..... — 
Lash, Robert & ‘Henry Minnich: Mobile washer 
keeps fleets clean Jan. 28 
Lauchner, Jim: Billfold safety cards issued 
June 3 
Layton, F.W. & S.M. Chalmers: Salt River ‘Project 
installs solid state microwave system Mar. 4 
Leonard, H.C. & V.K. Smith: Armless poles im- 
prove distribution appearance Mar. 11 se *80 
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Levendusky, J. & others: The Eddystone Story - 

Water treatment faces special problems Mar. 11*108 
Ley, R.D. & W.E. Liepe: FPC approves: 

construction begins on Yards Creek pumped- 

Storage plant June 17 ee, 
Liepe, W.E. & R.D. Ley: FPC approves: con- 

struction begins on Yards Creek pumped- 

storage plant June 17 a 
Lozes, J.P.: Design distribution neutrals for 

circuit fault conditions Jan. 14... ts ae 
Lyon, Roy E.: Open trenches improve plant 

drainage May 20... 


Mac Watt, K.H. & others: The Eddystone Story - 

Alloy piping, welds prove adequate Mar. 11 .. 
Markey, J.H. & others: Ram-pack grout pads 

simplify T/G installation Jan. 14.......... *86 
Marsh, W.D. & I.H. Landes: Mixed unit types « can 

cut power costs Jan. 14 ...... a 
Martin, Joseph E.: First lagging designed i in 

aluminum Feb. 11 
Martin, P.P. & J.P. Fitzgerald: ‘PERT schedules 

345-kv substation engineering, construction 

Feb. 4 ans 
Mason, Lyle: Tool removes lock nuts quickly 

Apr. 8 ..... 
McClure, R-F.: 

June 3 a 
McElroy, A.J. & H.M. Smith: Switching- surge 

tests yield EHV design data Jan. 14 ............... 
McMurtrie, N.J. & others: How Ontario Hydro .~” 

builds 500-kv transmission Jan. 7 ..... -_ 
McWhorter, A.D. Jr. & H.G. Gangwer: Computer 

develops design data for distribution system 

planning Jan. 28 ....... woe 
Mietz, G.O. & others: “Meters remotely, read on 

80-house loop May 6 ........... - 2 
Miller, A.D. & others: Metal- wood towers | carry 

230-kv over Rockies Feb. 25 .. . *80 
Miller, M.V. & W.T. Stamps: Computer s aids pipe 

prestressing June 17 ...... se 
Miller, Owen: Local bushing repair saves s $12, 000 

ROU CN cacncisiidaah ii elliacinctes ateiieamainannaiimnnamianiaite *103 
Millikan, R.F.: Better way to chart safety per- 

formance June 3 *114 
Minnich, Henry & Robert Lash: Mobile washer 

keeps fleet clean Jan. 28 .. intiecne Ue 
Misic, J.J.: How CEI classifies weather to 

reduce service outrages Jan. 21.000... 20 
Mitmer, Frank P. Jr.: Station operation “demon- 

Strates gains due to er multiple 

heaters June 3 ....... nivtnnmiantitaine OE 
Mochel, J.B. & E.C. Kistner Jr: The Eddystone 

Story - Advanced steam cycle maps route to 

future fuel savings Mar. 11 sates 
Mochel, J.B. & others: The Eddystone Story - - 

Alloy piping, welds prove adequate Mar. 11 . 
Munro, J. & J.Y. Parce: Fumace burns poor, wet 

coal Apr. 1 
Mycoff, R.A. & R.L. a New LP oe 

improves turbines Apr. 22.. ais 


36- -point list ‘checks cutouts: 


Neam, Michael: Portable grounding leads, clamps 
tested at 20,000 amp for 30 cycles Mar. 25 
Neyhart, Prof. Amos E.: New know-how cuts auto 

I TI eink bids inti eacieiatae 


Ochs, Herman R.: Tray eases recorder main- 
tenance Jan. 28 

Olmstead, Lyle E.: Mocked up hazards encourage 
constant safety awareness June 3. . “104 

Olson, Ed & others: Small city distribution | goes 
underground June 17 


Parce, J.Y. & J. Munro: Furnace burns poor, wet 
coal Apr. 1 

Petteway, Lewis W.: Which one gets the load? - 
a regulator looks at regulation May 6 





ites 


Pfitzenmaier, R.H. & others: Ram-pack grout 


pads simplify T/G installation Jan. 14 *86 
Pohiman, Joe C.: What price ‘maintenance-free’ 
structures? Mar. 25 *72 
R 


Reich, J.A. & H.A. Kluttz 


Contract crews cut 


plant maintenance costs Feb. 11 *108 
Reit, Ray: 3-pole 240-kv frame saves space 

Apr. 29 *23 
Renberg, W.W. & H.L. Deloney: Heat exchanger 

ups transformer capacity Feb. 25 *79 
Reynolds, R.L. & R.A. Mycoff: New LP blading 

improves turbines Apr. 22 *76 
Rice, Donald N.: H-frame line has uncoated steel 

arms Jan. 14 *84 
Richardson, J.F. Jr. & G.R. Smith: 138-kv 

grounding switches seldom used solely for 

line safety Apr. 8 68 
Rincliffe, R.G.: The Eddystone Story: Unit 1 

extends power plant technology Mar. 11 *87 
Robbins, C.H.: Steam separation reduces BWR 

size Mar. 25 *78 
Robinson, E.W.: Gas turbine fills peaking- 

standby need May 20 *95 
Robinson, P.B. & others: Digital system 

totalizes demand for large customer Mar. 11 *82 
Rockey, Robert E.: Autotune device aids cable 

testing Feb. 25 *84 
Rohde, H.D. & others: Digital system totalizes 

demand for large customer Mar. 11 *82 
Ross, P.B.: Silicone grease reduces insulator 

contamination Jan. 28 *68 
Russell, S.S.: Chemical weed killers bring 

better R-O-W maintenance Apr. 8 *118 
Rutherford, W.E. & others: Small city distribution 

goes underground June 17 *96 

$s 

Saddock, Harry & Charles Corey: Withstand 

broken-conductor tests June 3 *49 
Saunders, J.F.: Cards punched via phone link 

Jan. 7 *24 


16 


ne 


Schmeisser, Oliver: Splice cap insulator 
‘safeties’ hot service Apr. 8 

Schmidt, Karl: Chart shows gradient around 
subconductors Apr. 22 *98 

Schreiber, E.L. & C.E. Withers: Aerial cables 
offer reliability in corrosive area Feb. 11 

Schwarz, Stephen J.: Shows need for bus damping 


*138 


*102 


June 24 *19 
Scott, A.C.: Meter locking devices stop unauthor- 

ized use of service May 6 *71 
Shaver, A.W.: Test booms and liners on regular 

schedule June 3 *109 
Shaw, J. Homer: Fluorescents in, arcs out on 

main street Mar. 11 *135 
Shenk, W.B.: Sales reorganized to meet 

competition Mar. 18 *14 
Smith, A.W. & others: Sabine Station sited to 

double planned capacity Feb. 11 *62 
Smith, G.R. & J.F. Richardson Jr.: 138-kv 

grounding switches seldom used solely for 

line safety Apr. 8 68 
Smith, H.M. & A.J. McElroy: Switching-surge 

tests yield EHV design data Jan. 14 *72 
Smith, H.P. & others: How Ontario Hydro builds 

500-kv transmission Jan. 7 *20 
Smith, V.K. & H.C. Leonard: Armless poles 

improve distribution appearance Mar. 11 *80 
Stamps, W.T. & M.V. Miller: Computer aids pipe 

prestressing June 17 *100 


Stegeman, Arthur J.: Electrical World Industry 
Statistics Pt. I Jan. 28-71, Pt. II Feb. 25 85 
Stephens, W.M. Jr. & R.S. Albright: Controls 
designed to boost generation efficiency May 6 *68 
Stroberg, E.A.: Grid grounds 30,000-amp faults 


Feb. 4 *25 
Summer, V.C. & D.B. Benson: Coolant flow 

control boosts plant efficiency Apr. 15 *26 
Summers, E.S. & J.S. Crooks: Utility maintains 

low T&D expense in rugged terrain Apr. 22 *78 
Swicegood, Harry L.: Magnetic map aids dis- 

patcher Mar. 25 *92 
Sykes, J.H.M.: Harsh winter strains British 

system Feb. 11 54 

Unluckiest major power link Apr. 8 58 

T 


Taylor, R.O.: Combustible-gas tests warn of 


transformer failures Apr. 22 *74 
Tengwall, Roger & Harry D. Fischer Jr.: Tiny 

pickup gauges line vibration Apr. 22 *71 
Thompson, Charles J.: In-place tool bevels tube 

ends Feb. 11 *116 
Trauth, Jerry: Totalizer metering summarizes 

demands Feb. 11 *120 
Tregre, E.W. & C.A. Cerise: Net makes boiler 

inspection easier, safer June 3 *87 
Turner, O.C. & A.P. Colaiaco: Vault rectifiers 

supply dc network from ac grid Feb. 11 *66 
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Ulmer, R.C. & others: The Eddystone Story - 
Water treatment faces special problems 
Mar. 11 


Vv 


Voyles, J.L. & J.J. Heagerty: New selective 
system protects 480-v station service Apr. 8 


Ww 


Wade, C.D.: Taps 138-kv line for 14-Mva 
refinery Apr. 22 

Walker, R.L. Jr.: PERT schedules lines, 
substations with or without computer’s use 
Mar. 25 

Weir, George K.: Small computer fulfills small 
utility’s study need June 3 

West, Roy J. & others: Sabine Station sited to 
double planned capacity Feb. 11 

Weyandt, P.H. & others: Digital system 
totalizes demand for large customer Mar. 11 

Wheaton, Thomas R.: Jet units can take various 
shapes Jan. 7 

Whisenant, W.C.: Electric heating is economical 
for greenhouses Feb. 25 

White, Raymond: Meet ‘Resusci-Anne’ June 3 

Williamson, R.B.: The Eddystone Story - 
Turbine-generator unit leads heat-rate 
parade Mar. 11 

Willsey, W.B. & others: The Eddystone Story - 
Water treatment faces special problems 
Mar. 11 

Wilson, A.R. & John Baker: Operations center 
streamlines trouble dispatching Feb. 11 

Wilson, F.A. & others: Sabine Station sited to 
double planned capacity Feb. 11 

Withers, C.E. & E.L. Schreiber: Aerial cables 
offer reliability in corrosive area Feb. 11 

Wood, Leslie M. Jr.: Ac-de transducer a‘ds 
telemetering Feb. 11 
Kwhr and kw telemetering combined Mar. 25 
Transducer helps read voltage changes 

Feb. 25 
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Yant, L.C.: Store upsweep brackets conveniently, 
safely June 3 

Yerk, Ralph G. & others: Metal-wood towers 
carry 230 kv over Rockies Feb. 25 

Yost, Arnold G.: New design improves arrester 
response June 3 
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